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Gourmet Foods, Cafe & Catering 

Open 5-8 for 
Thursday night buffet 
Also open Sunday 8-1 

758-6111 



No Kidding.' 



a toy store 
758-3323 
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Hay-Loft 



For 

Children 



758-4247 
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GIFTS and JEWELRY 

Unique Gifts to Give 
. . . and To Keep. 

758-3651 



Sharon Bassett 

ANTIQUES 

M Antiques 
Interiors 
Design 




758-7993 



PANACHE 

Cto+hins and Accessories 
fed srea*! 

758-9622 



Open Monday through Saturday 9:30 - 5:30 Route 6 in Mattapoisett 

Additional Parking Behind the Post Office 
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"Spring Awakening" 
Mattapoisett Public Garden Open House 

Everyone is invited to Dunseith Gardens Open 
House on Saturday, June 1 from 10:00 am to 2:00 pm at the 
"Seahorse property/ 7 The Mattapoisett Land Trust has 
asked the Mattapoisett Woman's Club to participate in the 
opening day celebration. The Mattapoisett Woman's Club 
will be having a plant sale. Members of the club are being 
asked to donate any perennials they can share from their 
gardens or fresh flowers to sell. Profits from the sale 
benefit the club's scholarship and ways and means 
projects and will also help defray the cost of the Arborist 
employed by the Land Trust. 

The members of the Mattapoisett Land Trust are 
also looking for people to adopt a small garden, or even 
just one bush or planter at Dunseith Gardens. Many of the 
original gardens are now in need of some TLC, or you 
may select a new area. Many people taking care of just a 
small spot will brighten the area for all to enjoy. It is not a 
contest of who plants the most flowers, rather a sharing of 
efforts to result in an area for all to enjoy. Please help by 
calling Barbara Halmkin at 508-758-3045 or Sue Watjen at 
508-758-4626 to arrange for adoption. 

Events on June 1 will also include the grand 
opening of the nature trail designed and constructed by 




Above: The 68th Annual Memorial Day Boat Race on the 
Mattapoisett River took place this past Monday with 95 
registered two-person teams participating. For a complete 
rundown of finalists in each division, please see page 58. (Photo 
by and courtesy of Tim Smith). 



On the cover: Dunseith Gardens at the corner of Route 6 and 
North Street in Mattapoisett, will be the site of an Open House 
on Saturday, June 1 to allow residents to view the recently- 
refurbished public park, formerly known as the "Seahorse 
property. " Although it is still home to the newly-named "Salty 
the Seahorse," the members of the Mattapoisett Land Trust have 
named the new garden after benefactor Henry Dunseith, who 
donated the property to the Land Trust for the benefit of all. 
(Photo by Kenneth J. Souza). 



Eagle Scout Devon Gaudet. 

Garden plants and nursery stock will be available 
for area green thumbs in great variety during the Spring 
Awakening at Dunseith Gardens. The June 1 event will 
feature excess plants from local gardens as well as special 
items donated by area nurseries, garden centers, and 
landscape contractors. Proceeds from the sale will be split, 
half going to the Woman's Club and half to the 
Mattapoisett Land Trust for badly needed tree work on 
the property. 

Dunseith Gardens is the peaceful site at the 




Above: A display of 35 handmade baskets by Joan Daley of 
Fairhaven is currently in the Rogers Room on the main floor of 
the Millicent Library. The baskets exemplify a wide range of 
styles, shapes, materials and colors from tiny waxed linen 
miniatures to knot, pine needle, Nantucket, Madeira, and 
Cherokee baskets. The exhibit will be up during through June. 
The library may be entered by the front steps on William and 
Center Streets or by the elevator entrance on Walnut Street. It 
is open from 9:00 to 8:00 on Mondays and Wednesdays; 9:00 to 
6:00 on Tuesdays, Thursdays and Fridays; and 9:00 to 3:00 on 
Saturdays. The library and display are free to the public. 
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Business Services 

Small Businesses Our Specialty 
ACCOUNTING/PAYROLL & BOOKKEEPING 
INCOME TAX PREPARATION 
ELECTRONIC FILING FOR BOTH FEDERAL & STATE 
New Clients Always Welcome 

(508) 763-3041 

1 8 Edwards Lane • Rochester, MA 02770 



northwest corner of Route 6 and North Street, 
Mattapoisett's busiest intersection. It is the legacy of 
Henry Dunseith, left to the Land Trust for the benefit of 
all. It is also the home of "Salty the Seahorse/ 7 

The plants, shrubs and trees sale will be con- 
ducted in two ways between 10:00 am and 2:00 pm. 
Special items will be sold at auction, time to be an- 
nounced. Everything else will be priced for immediate 
sale, with all leftovers after a certain time to be auctioned 
off, too. 

A highlight of the auction will be a two- to two- 
and-a-half-inch caliper Bradford Pear (pyrus calleryana 
Bradford), with a retail value of $300. The tree, donated by 
Duponte Landscape and Nursery of Mattapoisett, is 
hardy and white flowering. Its lustrous foliage is a 
beautiful addition to any landscape. Unlike the fruit true, 
this ornamental can grow to a height of 30 feet. It is wide, 
symmetrical, rounded and upright. Leaves turn brilliant 
red in mid- to late November. It will be delivered to the 
site chosen by the buyer. 

Several items have been donated by Sylvan 
Nurseries of Westport, including a magnolia ("yellow 
bird"). This tree can grow to a height of 35 feet with tulip- 
shaped, pure yellow flowers blooming in early May. Wide 
and upright, the variety is a hybrid of M. acuminata. 
Retail value is $75. 

Another donor, Roseland Nurseries of Acushnet, 
has offered six potted roses. These will be priced for 



Morris Glaser Glass 



jGlaser 

VJLASS Corp. 



Glaser by Name... 
Glazier by Trade! 

Quality and 
Service 

since 1921 



1265 Purchase Street 
New Bedford, MA 02740 
508-999-6497 



FOR ALL YOUR 
GLASS NEEDS 
1-800-942-6444 



910 Pleasant Street 
Fall River, MA 02720 
508-676-1464 
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New Homes 

Remodels 

Restorations 



Faux Finishes, Decorative Painting, & Wallpaper 

JOHN L. GIBB 
(508) 758-6999 

Fully Insured (508) 560-9604 

WHEN YOU WANT IT DONE RIGHT, 
AND YOU WANT IT DONE NOW. 



immediate sale. It is hoped area residents will turn out in 
force to support this major fund-raising effort. 

Boating Accident 
Three Die in Buzzards Bay Waters 

At 9:04 am on Saturday, May 25, 2002, the Marion 
Police Department received a 911 call from a resident 
reporting her husband was out on his boat and had 
picked up a victim from a boat that had sunk near 
Cleveland's Ledge Lighthouse in Buzzards Bay. 

The Marion and Wareham Harbormasters, along 
with the U.S. Coast Guard, responded to the scene. 
Several pleasure craft in the area provided assistance and 
picked up victims from the water. In total, there had been 



FINE JEWELRY 




ROGERS GALLERY 

RIVER*SHOPS 

Route 6, Mattapoisett 
508 758-3641 Open Mon.-Sat. 9:30-5 



Seen Any Cute Reindeer Lately? 




Stop by the Old Company Store and enjoy a cup of coffee, a relaxing 
atmosphere and good old-fashioned hospitality (bring your favorite 

reindeer any time of the year!) 



5 Elm Street, Wareham (508) 291-7871 

Across from Historic Tremont Nail 
www.oldcompanystore.com 

Tues.-Sat. 9-5:30, Sun. 12-5 
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straiqhtline 

CONSTRUCTION, INC. 

Spring is here! Time to get those remodeling 
issues taken care of! New tile in the bathroom 
or kitchen. Maybe a whole new bathroom or 
kitchen. We specialize in additions, and all 
home improvements. We can make your 
dream home come true! Customize it! 



Straightline Construction, Inc. is licensed, 
insured and registered. Check out our website 
and see some of our projects! 
www.straightlineconstinc.com 

We Guarantee Quality Work at a Straightline 
Price!! 

Call us today at 508-295-5236 and tell us THE 
WANDERER SENT YOU! 




Mattapoisett Chiropractic 
& 

Sports Medicine Center 

Jeffrey Swift, D.C., D.A.B.C.N. 



•Board Certified Diplomate: American Board 
of Chiropractic Neurology 

•Fellow of the American Back Society 

•Chiropractic Physician affiliated with: 



HMO 



PILGRIM 
Health Care 



blue v 

rtjl Harvard Community |f| Tl . „ w . 
NyK Health Plaiw*,e,,Jf U United HesUtb 

Professional healthcare for over 10 years in the tritown. 

Located in the "Pines Professional Building" 
Suite D., Route 6, Mattapoisett 

758-3666 





A SUPER PET STORE 

- FRIENDLY KNOWLEDGEABLE STAFF 
-LOW PRICES 

STORE HOURS: 
TUES - FRI - 8:00AM - 7:00PM • SAT - 8:00AM - 5:30PM 
SUN - I 1:00AM - 5:30PM • CLOSED MONDAY 

(508) 758-94 69 

mm is tin iiiii ite 

123 FAIRHAVEN RD. (RT. 6) MATTAPOISETT 

- Premium Pet Food - Small Animals - Water Garden Supplies 

- Grooming by Appt. - Reptiles/Amphibs - Pet Shops 

- Fresh/Salt/Pond Fish - Birds - Grooming 

11 - EVERYTHING FOR YOUR PET - X t» H 



five (5) persons on the pleasure craft, which had taken on 
water and sunk. One victim was pulled from the water 
and transported to Falmouth Hospital by Coast Guard 
helicopter. That victim was pronounced dead. Four others 
were brought into the Converse Point dock in Marion by 
boat. Those four were transported by Marion and 
Wareham ambulances to Tobey Hospital in Wareham. 
Two of those four were later pronounced dead at the 
hospital. 

The two survivors indicated that the boat started 
taking on water over the stern and went down quickly. 
The winds were out of NE, 25-30 MPH, 5- to 7-foot waves. 
The boat was a 22-foot fiberglass, open hull design, with 
an outboard engine. 

The five men were all from the Taunton, MA area. 
They ranged in age from 30 to 58. No names are being 
released until all family members have been notified. 

The incident is still under investigation by the 
Marion Police Department and the Massachusetts Envi- 
ronmental Police. 

Marion Selectmen's Meeting 

May 28, 2002 
By Mary Redman 

A regular meeting of the Marion Board of Select- 
men was called to order on Tuesday, May 28 at 7:00 pm by 
Chairman Benjamin Bryant. Also present were Selectman 
Andrew Jeffrey, Selectman David K. Pierce, Town Admin- 
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GARDE 
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PLUMBING & HEATING 

Residential & Commercial 

Mattapoisett and Surrounding Area 



E. Robert Garde 



P.O. Box 422, Mattapoisett, MA 02739 
Master Plumber #9794 - Licensed Men 
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ORGANIZE EVERYTHING 




t NDI VI DUAL • HOME "OFFICE 
LIFE 

FREE ESTIMATES 
LOTS OF EXPERIENCE 



BARBARA MAHONEYOLICKSMAN 
PERSONAL COACH 

(508) 758-3910 

BGLIX@ATTBI.COM 




istrator Julia Enroth- Whitlock, and Secretary Helene 
Craver. 

After signing a road construction for Converse 
Road to install a gas line, the board approved liquor 
licenses, credit memorandums, an alcoholic beverage 
permit for the Sippican Tennis Club, and water bills, 
along with the minutes of the May 2 meeting and the 
Executive Session held on April 30. 

At 7:10 pm the board met with Richard Guerzoni, 
the town's representative to the Mattapoisett River Valley 
Committee to discuss the purchase of land in Rochester to 
retain for the watershed. Sixty percent of the purchase 
price will be reimbursed by the state, and 40 percent will 
be borne by the committee. Mr. Guerzoni said he thinks 



Peter P. Briggs 
Insurance Agency, Inc. 

Home Owners 
Auto 
Life 
Boats 
Long Term Care 

19 County Road, Mattapoisett, MA 
(508) 758-6929 

David A. Perkins - Andrew P. Wingate 



Nick's Homemade Pizza 



NEW SALADS 

Tuna Albacore 
Seafood Salad 

Grilled Chicken 
Caesar Salad 



HOMEMADE MEATBALLS 
FRESH COOKED ROAST 
BEEF and TURKEY 



Quality Service Since 1976 

Open 7 Days a Week 
Monday-Saturday lOam-lOpm 
Sunday llam-9pm 

For Fast Service 
Call 758-2277 or 758-3337 
27 County Road (Route 6) 
Mattapoisett 




CLUB SANDWICHES, 
SALADS and a 
VARIETY of SUBS 



Gift Certificates Available 



DINNERS 

Lasagna Eggplant Parmesan 

Chicken Parmesan Veal Parmesan 

Served with tossed salad and garlic bread 

Variety of Fresh Pizzas - Dough Made Daily 



Beer & Wine coming soon. 
Sorry for the inconvenience. 
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PERIWINKLES 

GIFTS OF DISTINCTION FOR ALL OCCASIONS 

For The Graduate 

THE UNIVERSITY SERIES 



Choose from over 
2,000 four-year 
colleges, universi- 
ties, law and 
medical schools. 
They are available 
in reverse-glass 
eglomise paint- 
ings or pen & ink 
sketches. 




The J" j .jj?Wij/ .ll/iw 



Hours: Mon.-Sat. 9:30am-5pm 

LIFESTYLES PLAZA (508) 984-4930 
FAIRHAVEN 



508-758-3412 




Craig M. Mechler 
P.O. Box 1094 
Mattapoisett, MA 
02739 



England 



UC.# 102018 



Home 



Memodelers..-:«c:. Builders 



professional workmanship - outstanding results 



SERVICES 

Complete Electrical • Generators 
Service Upgrades • Central Vacuums 
Residential • Commercial • Industrial 

J/Valter Rusinoski • Masters Lie. #14009/ 

158-655; 

the committee is about $20,000 short, but he is confident 
they will come up with the needed funds. This is the first 
time the group has purchased land. The property will be 
owned by Rochester, but Marion will retain conservation 
restrictions on the parcel. Mr. Guerzoni said they hope to 
close on the property within the month. 

Under incoming correspondence, the board 
received: 

• Letter from Harbormaster Charles Bradley 
regarding Memorial Day weekend accidents which took 
place in Marion Harbor. Mr. Bradley wanted to thank all 
those involved, including his staff, for their assistance in 
responding to the several boating incidents, including one 
of which resulted in three deaths. 

• Letter from Sippican, Inc., requesting the use of 
the bandstand at Island Wharf during their Fishing 
Tournament to be held on June 11. The board agreed to 
table approval until a liquor license is issued for the event. 

• Letter of resignation from William J. Brennan, 
who is stepping down from the Open Space Acquisition 
Commission, along with a letter of resignation from Ann 
Washburn, who is stepping down from the Marion 
Cemetery Commission. The board agreed to accept their 
resignations and send them letters of appreciation for 
their past service. The board noted that there are now two 
vacancies on these boards and interested residents should 
submit their names to the Selectmen for consideration, c/ 
o Marion Town House, 2 Spring Street, Marion, MA 
02738. 



Steve's Collision 
& Paint Center, Inc. 




A Commitment to Excellence 
92 Pine Street 763-3306 
Rochester, MA 02770 State License - RS #964 
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OMIK2L CENTURY 21 Hughes & Carey 

FINE HOMES & ESTATES 



FINE HOMES & ESTATES 



FINE HOMES & ESTATES 




76 County Road, Mattapoisett 

758-2121 (888)663-2122 

www.c21 hughesandcarey.com 





(1467) Wareham, Parkwood Beach, 2 bedroom Ranch 
featuring cathedral ceilings with skylights in kitchen 
and living room, fireplace. Great home! $179,000 
Kathy Gonet 999-4541 




(1432) Wareham, Oversized updated Ranch with new flooring, 
new heating system, partially finished basement, 18x12 
mahogany deck, 10x13 open porch, 24x24 horse barn & coral, 
large lot. $289,900. Debbie McKeever 291-2112 




(1630) E. Wareham, 2 for the price of 1! water front home 
with many updates, 2-car garage situated on 2 acres of 
land, additional 3 bedrooms in need of renovations. Very 
private location. $349,900. Debbie McKeever 291-2112 




(3961) Mashpee, Seasonal water views from this 3 
bedroom Ranch on John's Pond area. Walk to 
beaches and fishing, also 3 bedroom in-law 
apartment. $199,900. Annita Donovan 758-2121 




(3959) Mattapoisett, Large tract of land in good 
area of Mattapoisett. $550,000 999-4541 




(3956) Fairhaven, Colonial with 3+ bedrooms, 2 
baths, slider to deck, walk to beach. Some water 
views. $227,900 Call Debbie Botelho 758-2121 




(1481)Acushnet, Beautiful Estate, Animal lovers delight, 4 brs, 
fireplaced living room, dining room, kitchen w/ breakfast nook, 3 
baths, 2-car garage, in ground pool, 5 stall barn, corals and fieldstone 
wall on approx. 6 acres. $595,000 Sharon Nogueira 999-4541 




(3960) Fairhaven, 4 bedroom home in quiet 
neighborhood. Remodeled kitchen, 2-car garage 
and fenced yard. $209,900. Melissa Arruda 
758-2121 




(1428) Mattapoisett, Waterfront home "to be built" in a quiet dead 
end location. Unobstructed views of Nasketucket & Buzzards Bays, 3 
brs, 3 baths, side and front decks with garages under. Great year 
round or summer home. Call for more details. Tom Gavin 999-4541 




(1434) E. Wareham, Vinyl sided Ranch with over 
1/3 acre lot, walk to playground & fresh water 
beaches and boat ramp. $154,900. Debbie 
McKeever 291-2112 




(1424) Marion, Newer colonial featuring 3 bedrooms, 2.5 
baths, master suite, full basement, 2-car garage, 22x22 
addition waiting for your finishing touches, large lot. 
$289,900. Debbie McKeever 291-2112 




(1627) E. Wareham, Pond Front Log Cabin in quiet 
area, 2 year old heating system, insulated. $155,900. 
Debbie McKeever 291-2112 



Waterfront Summer Rental - Mattapoisett Harbor Beach, from June 22nd to July Summer Rental - Crescent Beach - 4 bedrooms, steps to beach. Two weeks 
27th. By the month or week. For more info call Debbie Botelho (508) 996-3493 available, 8/17 through 8/31. $1,000. / week. Sharon Doyon (508) 758-2208 
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What's new in 
Mattapoisett? 

Sharon ^assett 
ANTIQUES 

Interiors & Designs 




A fine collection of 
formal & country 
furniture, garden 
elements, contemporary 
home accents. Custom 
window treatments, 
bed ensembles & 
slipcovers available. 



At The Ropewalk 

33 County Road (Rt. 6) 
Mattapoisett (508) 758-7993 

Open Mon. through Sat. 9:30 to 5:30 



FILL THE GRILL 

FREE GOURMET PACKAGE 

Buy a new Vermont Castings 
Grill between May 1 and 
June 16, 2002 and receive 



FREE 



A $100 value gift pack 
from Omaha Steaks 




VERMONT 



A gourmet accessory kit 
($150 value on select 
models) 

our store today for details 

SOUTH COAST 
HEARTH & PATIO 

2235 Cranberry Highway 
W. Wareham, MA 02576 
508-295-6888 



Colonial Shutterworks 

Custom Interior & Exterior Shutters 
Custom Wood Storm Doors 
Mattapoisett 508-758-9513 

vrw\v. colonial shutterworks. com 



• Letter from the Carver /Marion /Wareham 
Regional Refuse Disposal District regarding a Notice of 
Noncompliance from the Massachusetts DEP which they 
have now complied with as of April 4, 2002. 

• Letter from the Southeast Regional Planning 
and Economic Development District (SRPEDD) seeking 
two Selectmen from the region to serve on the Southeast- 
ern Massachusetts Metropolitan Planning Organization 
(MMPO). 

• Notice of interest in the Planning Board open- 
ing from William D. Roth Jr. 

• Letter from AT&T Broadband advising they 
have completed Internet connections as requested at 
Sippican School under the town's cable contract. 

• Letter from Upper Cape Cod Regional Voca- 
tional Technical High School Superintendent-Director 
Barry J. Motta advising that the School District Committee 
voted on April 11 to move forward with a request from 
the Town of Sandwich to increase the town's number of 
school committee representatives from one to two. As 
such, an article must be placed on an upcoming Town 
Meeting warrant in each town to approve the change via a 
majority of votes. 

• Notice of shellfish openings and closures, 
including Sippican Inner Harbor which will be closed as 
of Saturday, June 1, 2002; and Sprague's Cove, which will 
open to the taking of shellfish as marked. 

Under the Town Administrator's report, Ms. 
Enroth- Whitlock said an Open Meeting Law guide is 
being distributed to all town committees and boards. She 
also noted that the town's Regional Recycling Coordina- 
tor Grant has been approved and they are working with 
the state DEP to hire a recycling coordinator. 

Ms. Enroth- Whitlock noted a meeting will be held 
on June 18 to appoint members to the School Committee; 
and interviews for the Open Space Acquisition Committee 



I THE LOTTERY 



mm 



MOUNT GAY RUM 

,99 

l 75 Liter 




355 HuHlttton Av* Falrhaven 50; 
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TIMBERPEG* 



The Artisans of R>st&.Beam. 
FINE HOMES - MAJOR ADDITIONS 
COASTAL DESIGN A SPECIALTY 
Call Dick Tatlock (508) 758-9726 

Local Representative WWW.TIMBERPEG.COM 



will be slated for July. 

The Cable Advisory Committee is seeking mem- 
bers; anyone interested should submit their names to the 
Selectmen for consideration, c / o Marion Town House, 2 
Spring Street, Marion, MA 02738. 

Ms. Enroth- Whitlock said there were upcoming 
interviews scheduled soon for candidates for the Fire 
Chief's position. 

Regarding the potential Conflict of Interest matter 
over Catherine Gibbs, who was recently elected to the 
Board of Assessors, the board agreed to take no action at 
this time and would do so if a need arises in the future. 

Ms. Enroth- Whitlock discussed the state Early 
Retirement Bill and noted there were approximately 13 
town employees who would be eligible. It remains a local 
decision on whether or not to accept the provisions under 
state law. 

N-Star has proposed to do work along Converse 
Road which would require the cutting of several trees. 
Ms. Enroth- Whitlock noted no trees will be cut without 
homeowners' permission and board approval of the plan. 



# Marion General Store 

748-0340 • 748-3349 (FAX) 

140 Front Street, Marion, Mon.-Sat. 8:30-5:30 



C 




Just Arrived 
Tabouli, Hummus, 
Guacamole 



Cold Cuts • Beef • Pork 
• Lamb •Poultry 
For choice quality 
meats see Steve 
at our Meat Dept. 

Fresh New York 

Bagels - Daily 

Maggie's Corner 
Tea Breads, 
Cakes, 
Homemade Cookies 

Old Fashioned Pride and Service Since 1843 




Focaccia Breads arrive 
every Thursday! 

Along with 
Shipyard Galley's 
pies, quiche, and entrees 



PORSCHE • BMW • VOLKSWAGEN • MERCEDES • AUDI • SAAB • TAGUAR • VOLVO 




B&G 



AUTO & TRUCK REPAIR 



79 Marion Road (Route 6) Mattapoisett 

(508) 758-6000 




Foreign • Domestic • Diesel • Towing 



' Oil Change ^ 
$ 16 .95 

• Lube chassis 

• Drain oil and refill 
to 5 quarts of 10W30 

• Install new oil filter 
Tax and Waste Disposal Extiu 



$10 OFF 
Lifetime Warranty 



Mobil 1 
Synthetic 
Oil Change 
$39.95 



• Lube chassis 
• Drain oil and refill to 
5 quarts of Mobil synthetic 
• Install new oil filter 
Muffler ^^Tax and Waste Disposal Extra 



Computer Diagnostics 
Tune-up s 
Exhaust Systems 
Brakes 

Tire Sales and Repair 
Tire Balancing 
Battery Service 
Antifreeze Recycling 
Fuel Injection Service 



OPEN Mondav-Fridav 7:00 am - 6:00 pm, Saturday 7:00 am - 12 noon 
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G.H.DUNN 



Insurance Agency Inc. 



Michael P. Lamoureux 

Vice-President 

(508) 758-3731 

Monday through Friday, 9am to 5pm 
or by Appointment 

55 County Road, 
Mattapoisett, MA 02739 



SUNNYNOOK FARMS 



Blue Seal and Sunnynook Farms 
WE KNOW ANIMALS 




FEEDS 
& needs 



MARK OF QUALITY SINCE 1868 




We also carry: 
Bark Mulch • Regular Pine Mix 
Dark Mix • Cedar • Hemlock Mix 
Hemlock • Color Enhanced Mulch 
Wood Chips • Stone 
Delivery Available 

32 Neck Road Hours: Mon.-Fri. 8:30-5:30, Sat. 8-4, Sun. 8-12 

Rochester, MA 02770 763-5405 



Robert Allen: Carpenter/Builder 

New Construction, Additions, Garages 
Interior and Exterior Renovations and Repairs 
Decks Cedar Siding Sky Lights Screen Porches 
Tel. 758-4753, lic.044193, 25 Years in the Trade 
Custom Carpentry 



The board agreed to meet with Tibbetts Engineer- 
ing on June 17 to further discuss the Creek Road plan and 
Bike Path design. 

Under the town's Sewer Use Regulations, Ms. 
Enroth- Whitlock noted the deadline for property owners 
with existing private sewers to complete applications is 
December 31, 2002. Notices will be sent out to property 
owners and the DPW will follow-up as needed. 

She added that a draft of the town's proposed 
Historic District By-Law has been submitted to Town 
Counsel for review and approval. 

The board next unanimously approved reappoint- 
ments to various town committees and boards for the 
2002-2003 year. Selectman Pierce questioned how active 
and involved the committees were and he didn't want to 
simply " rubber stamp" reappointments without knowing 
if the committees were viable or not. Chairman Bryant 
suggested they meet with the various committees and 
boards during the year to gauge their progress. 

At 9:30 pm the board voted to go into Executive 
Session to discuss pending collective bargaining and 
litigation matters and would thereafter adjourn for the 
evening. 

Rochester Selectmen's Meeting 

May IS, 2002 
By Kenneth J. Souza 

A regular meeting of the Rochester Board of 
Selectmen was called to order on Tuesday, May 28 at 6:30 
pm in the Conference Room of the Rochester Police 
Station by Chairman Patricia Ryan. Also present were 
Selectman Richard Nunes, Town Administrator James 
Huntoon, and Administrative Assistant Veronica 
Lafreniere. Selectman Naida Parker was not present for 
the meeting. 




•SEPTIC SYSTEMS 
•TITLE V SPECIALISTS 
•SITE PREP 
•TRUCKING 

FREE ESTIMATES 

MARION 
SOUTH DARTMOUTH 
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Call For Your FREE ESTIMATE 



We use "STAR SEAL" with washed sand which will add 
years to the life of your parking area. "STAR SEAL" is 
considered by many to be the best made. 

CRACK FILLER 

Prolong the life of your pavement with "HOT CRACK FILLER" 

Residential/Commercial 

Call Anytime Davis 

(Over 50 Years Experience) 

675-4225 



(508) 



ATTENTION: PROPERTY OWNERS 

Established Asphalt Driveways 

50' x 9' $599 Now Only $ 499 

Also: Patchwork • Tennis Courts *Road Oiling 
• Landscaping •Seashell Driveways 

Call Anytime Davis 

(Over 50 Years Experience) 

(508) 675-4225 





Fully Licensed & Bonded For Your Protection 
Lic.#RI 5402896 
Serving all of Eastern Massachusetts 
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FUNERAL 
TRUST 1 



758-2292 



50 COUNTY ROAD, ROUTE 6 

P.O. BOX 1447 
MATTAPOISETT, MA 02739 



SA UNDERS-D WYER 

MA TTAPOISETT 

Home For Funerals 

"Our Family Serving Your Family" 

richard, rick & bill 



FORE . 
THOUGHT 

FUNERAL PLANNING 
fylat^e it easier for those you Cove 




Serving All Faiths 
Family owned and operated 




Cooking With Lou Schorr 

Saturday, June 8 th 
At 3:30 pm 

Louis Schorr is a member of the Culinary 
Historians of Boston and serves on the board 
for "The Culinary Guild of New England". 
He makes frequent appearances in the Boston area 
on PAXTV as the guest chef "Fooding Around". 
Lou's class will include three presentations: 
A quick nutritious soup, slow cooked lamb shanks and 
a medley of grilled vegetables. 
This is a terrific opportunity to learn and sample 
with one of the best! 
Cost $25.00 Call to reserve a spot 

Ansel S. Gurney House 

403 County Road, Marion • 748-1111 

Tues. - Sat. 10-5, Sun. 11:30-5, Pantry 11:30-2:30, Closed Monday 
www. anselgurney. com 



After approving the minutes of the May 20 
meeting and signing Flammable Fluid Permits for Sarah 
Miquelle; Center Gas, Inc.; Fiberglass Specialties; Roches- 
ter Golf Club, Inc.; Roland Grenier Sr.; and Gary Curren; 
the board approved payment of an invoice for legal 
expenses for Town Counsels Perry, Hicks, Crotty and 
Deshaies in the amount of $20,604.05. 

Under incoming correspondence, the board 
received an invitation to attend Commencement Exercises 
at Old Colony Regional Vocational Technical High School 
to be held on Sunday, June 9 at 1:00 pm at the school. 

The board also received a letter of resignation 
from Harry A. Brown, who is regrettably stepping down 
from the Council on Aging (COA) due to personal health 
problems. "I have enjoyed the many past years serving on 
the board, but I find my hearing is getting worse to the 
point that even with my hearing aid turned up ... I still 
cannot hear soft speaking voices and therefore miss a lot," 
he wrote. The board moved to accept Mr. Brown's resig- 
nation and also agreed to send him a letter of appreciation 
for his many past contributions to the COA. 

The board also received a letter of resignation 
from Robert B. Hiller III who is stepping down from the 
Personnel Board. The board agreed to accept his resigna- 
tion and to send him a letter of appreciation as well. 

Rochester Girl Scout Brownie Troop #170 also 
sent a letter of thanks to the Board of Selectmen for 
allocating a portion of the funds raised in the Rodman 



Ted's Automotive 

Collision Services of Marion 

391 A Front Street Marion, MA 02738 

RS1103 

Phone (508) 748-1441 Fax (508) 748-1320 

"Saturdays by Appointment" 

Collision Specialists Frame Straightening 

•Expert Painting -Color Matching 

•Auto Rental Services -Towing 

•Glass Replacement -Free Estimates 

Foreign & Domestic 
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Lie. No. 037601 
30 Years Experience 



Free Estimate 



• Tel. 758-9682 



PETER M. O'DONNELL 

SIDING AND ROOFING CO. 

Vinyl Siding Roofing Windows Clapboards 

Gutters Doors Trim Cedar Shingles 



Ride for Kids to them recently, which they have used to 
purchase whiskey barrels for flower plantings. The 
Department of Revenue (DOR) also sent notification to 
the board of a surplus of $203,130 in funds allocated for 
Old Colony Regional Voke in 2001 which will be returned 
to town coffers. Finance Committee (FinCom) Chairman 
Michael Costa, who was present for the meeting, noted 
they plan to hold off on expending the money until after 
next week's Annual Town Meeting. 

The board next received a copy of a letter from 
Jeffrey Osuch, Chairman of the Mattapoisett River Valley 
Water Supply Protection Advisory Committee 
(MRVWSPAC), to Town Counsel Daniel Perry regarding 
water sampling testing recently conducted by the Buz- 
zards Bay Project (BBP) on the Sol Brother's Farm in 
Rochester. Mr. Osuch is very alarmed that the farm abuts 
the Marion public water supply well and other wells 
which draw water from this aquifer. 

"What is particularly disturbing to our board is 
the high concentrations of fecal coliform and the presence 
of Nitrite that is usually associated with wastewater 



□ 



SIMPLY PERFECT J 



capezio 



Danskjn^ 




Leotards • Tights 
Footwear for 
Ballet • Tap • Jazz • Pointe 

Dancewear 
Traditional to Contemporary 
Now carrying Nike Exercise and 
Yoga Wear for Women 

69-71 Alden Road 
Fairhaven Center for Business • Farhaven, MA 
Mon.-Fri. 10-7 • Sat. 10-5 • Sun. 12-5 
508-992-5551 508-991 -3440 



WILL YOUR CLOSET LOOK LIKE THIS FOR THE SUMMER? 



It's Time For 
GARMENT STORAGE 

MAYHEW'S GARMENT STORAGE 
SAVES YOU CLOSET SPACE! 

MAYHEW'S Will Clean and Store Your Wardrobe. 

NO CHARGE FOR STORAGE! 

and you don't Pay your Cleaning Bill until the Fall. 

Protect your fine winter wardrobe from heat and moths, 
gain valuable closet space and have your clothing cleaned, 
pressed and ready to wear next fall! 

Mayhem's Valet Cleaners 

"A Full Service Dry Cleaning Co/' 




4 convenient locations to serve you. 



181 Huttleston Ave. 
Rt. 6 , Fairhaven 
999-2121 



32 County Road, 
Mattapoisett 
758-4272 



4 Corners 
Marion 
748-2353 



2076 Acushnet Ave. 
New Bedford 
995-4413 
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Wash 
S n' 
Wear 
Summer 
Hair! 



Leonard's Cutters 

•Pedicures •Facials -Waxing -Nailcare 

43Alden Road, Fairhaven 

at the Fairhaven Center for Business 

Call 997-9968 

Mon., Tues., Wed., Sat. 9-5, Thurs. & Fri. 9-9 



PETER B. HODGES 



ACCOUNTANT 

Complete Accounting and Payroll Services 

• Proprietorships 

• Partnerships / LLC's • Corporations 
Complete Income Tax Service 

•Individuals 
•Partnerships 
•Corporations 
•Trusts and Estates 
•Non-profit organizations 
Notary Public 



Member: Quickbooks Professional 
Advisors Program 

Specializing in Quick Books® Software 
and Consulting 



8 County Road 
Route 6 

Mattapoisett, MA 02739 



Tel.: 758-2460 
FAX : 758-3170 



Nursery 



Growers of Fine Lilacs 
Shrubs Perennials 

224 North Ave. Rochester MA 
508-763-2009 
rabbitrun @ attbi .corn 




samples from a sewage treatment plant that would most 
certainly not be allowed to discharge into a water source, 
let alone with no treatment, directly into an area that 
provides drinking water to the community it serves/ 7 Mr. 
Osuch wrote. "Presently, there has been no Site Assign- 
ment issued for this gurry disposal by the Rochester 
Board of Health and the DEP that would be necessary in 
order to conduct such a business/ 7 

As the chairman of a committee which oversees 
the water quality interests for four communities — 
Fairhaven, Marion, Mattapoisett and Rochester — Mr. 
Osuch urged Mr. Perry to "stop this illegal operation and 
any further contamination of our watershed that provided 
the drinking water to the people of our communities. 77 

Chairman Ryan noted they had scheduled an 
Executive Session with Town Counsel Daniel Perry later 
that evening to discuss this matter of pending litigation in 
more detail. 

Under New Business, the board signed a Certifi- 
cate of Appreciation for outgoing ORR School Superinten- 
dent Elizabeth "Betty 77 Quinn, and they also received a 
letter of appreciation from the Ayers family thanking the 
town's public safety departments for assisting them 
during a recent incident. The Massachusetts Municipal 
Association (MMA) also informed them of the restoration 
of $1.1 billion in state revenues for FY2003. 

Chairman Ryan said the board is looking for 
residents interested in serving on the Housing Opportu- 
nity Partnership (HOP) as a representative for the Town 



Relationship Therapy 

Lewis I. Prouty 
MEd, MSW, LICSW 

74 County Road, Mattapoisett, MA 02739 
(508) 758-2464 
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Affiliates of the International Institute of Culinary Arts 




335-2 East Main Rend 

PurlKmuulh, Rl 
{401} 6B3-0577 

Tuesday ■ Sniitrd;iv 
5:00 p.m. Liiiiil dosing 

A'i-jiL.iI'I L- IVjj 
WlJJlii^ KuiL-L-jr.ul HimiLrs and 

Corporate Funccioni 




95 William Screei * New BcJftird, MA 0274Q 
Td 50S-497'34ft - Fax 774-808-0010 



Lunch 

11:30 A. m. 




NNAlf 



Dinner 
5:00 p.m. 
10=00 p.m. 



Satwrfitiy — Dinner Onfy 




Seafkre's American Caie 

Americas Cup Avenue 
Newport, ft] 
{40 E) B49-91SS 

Lucitlituji 11:00 j.cti. ■ S : tM> p.m. 

Dinner "JlOO so 30:00 p.m. 
R^hfj n-;LiJ ninn^n ■ S tinners 




100 RolL SLrcrt. Fall Rivet, MA 

(508)679-9108 

Mu-Jkdiiy - Friday 
1 1 :W d.nCi, - 2:30 p.m. 
Dinner 

ItLUTHby & Friiii}' 5:00 - 10:00 pJIL 
Sa[i:idyy, Dinner f)j"h, 



The Steak ^House 




30 Thlni Stcwr ■ Ml River, MA 
■>0a-G72-8242 

Dinner 

'fucsdiy - Sjiitfday 
■i:(l-U-i (>:O0 p.m. 




IfclWiw Aram- 

/w /VirVrfiTc* |jJr*JJrt 



The 
Great Hall 

AvailibLe far 
Weldings i*- B-anqucif 

Ahll' Ut LLLL-I7ICI II j'.lh^il LL 

■>00 Pfeopk 
FltliC lUfl^lI inejUifHii Cr* 

Kaihjr" Kj rouses 

m 

1 (503) OB 
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Boat Yard, Inc. 



Better weather 
Bringing boaters 
together! 
YAY! 
We'll make your 
boat purr! 



A Full Service Boatyard 
With Great Employees! 



"Do-lt-Yourself" 
Inside Boat Storage 
By the Day, Week, Month 
or Year 

Individual Bays for Each Boat 



Complete Stock Room for 
your convenience. Open 
Saturday mornings, too! 



• Emergency Service 

• Haul & Launch 

• Crane Service 

• Welding 

• Transient Moorings 

• Mobile Fuel Truck 



• AWLGRIP 

• Restoration 

• Ri gg in g 

• Repowering 

• Marine Supplies 

• Superior Craftsmanship 



I Professional, Courteous Staff to Provide 
All Your Boating Needs and Supplies i 
One Park Street, P.O. Box 744, Mattapoisett 

508-758-3671 FAX: 508-758-3574 



LOOSE DENTURES? 



(DUVal* ANTIQUES 

BUYERS AND SELLERS OF ESTATE JEWELRY AND SILVER 
1 Johnny Cake Hill (near the Whaling Museum) 
New Bedford, MA 02740 508-996-2320 



of Rochester. Interested parties should send a letter to the 
Board of Selectmen, c / o Rochester Town Hall, 1 Constitu- 
tion Way, Rochester, MA 02770. 

They are also seeking residents interested in 
serving on the Personnel Board in the wake of Susan 
Whitney's recent decision to not seek reappointment. 
Those interested should submit a letter to the Board of 
Selectmen. "It would be nice to get someone with human 
resource experience/ 7 Mr. Huntoon added. 

Under the Town Administrator's report, Mr. 
Huntoon noted that work is proceeding on the Rochester 
Senior Center, which should be ready to be occupied in 
July. 

He also asked for guidance from the board 
regarding his position as Zoning Enforcement Officer 
(ZEO). Some time ago, Building Inspector Robert Francis 
declined to serve as ZEO because he works during the 
day at Old Colony Regional Voke and cannot attend court 
sessions. The Board of Selectmen appointed Mr. Huntoon 
as ZEO in his place. 

"He's the only one who can be ZEO by (state) 
statute/ 7 Mr. Huntoon said. "I sort of volunteered and the 
Board of Selectmen had me appointed by default. We 
went to the Zoning Board of Appeals (ZBA) to see if we 
could change that to allow a Zoning Administrator ... to 
put someone else between the ZBA and the applicant. But 
recently a couple of matters have come up which require 
attention ... (and) someone has questioned it. (Mr. Francis) 
still doesn't want to be Zoning Enforcement Officer, but 
he's the only one who can be (under state law). I'm not 
really legally the Zoning Enforcement Officer — I have no 
authority (to testify in court). One way or the other, this 
has to be resolved. We're putting the town in a precarious 
position." 

Selectman Nunes read a copy of the state statute 

/ \ 



WHALE'S TALE 

Scrimshaw 




Scrimshaw • Ivory Carvings 
Nantucket Lightship Baskets 
Nautical Gifts • Ship Models 

42 North Water Street, New Bedford • 997-4233 
V _ / 



Now you can have what you crave! 

With new mini dental implant 
technology you can enjoy 
secure eating comfort again. 

In one short procedure you con have a 
sfable cfenfure win no surgical sufures 
nor /he fypicol monfns of healing. 

Call for your complimentary consultation 

508-758-4818 

Louis P. Kenyon, D.M.D., P.C. 

28 Fairhaven Road 
Mattapoisett, MA 02739 
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Small Engine Repair 

Mowers Tillers Snowblowers 
Sam Carter, 91 Marion Road, Mattapoisett 

(508) 758-1336 



and suggested the town could create a by-law to name the 
Town Administrator as Zoning Enforcement Officer. 

"That's only if there isn't a Building Inspector/ 7 
Chairman Ryan said. "We have one. I don't know how 
else to say this, but if he wants to be the Building Inspec- 
tor, and by statute that's a job of the Building Inspector, he 
doesn't have a choice and we don't have a choice." 

"I'd like to run this by (Town Counsel) again to 
see if a by-law could be created to have someone else 
serve as Zoning Enforcement Officer," Selectman Nunes 
said. "It doesn't make sense that the Building Inspector is 
the only one who can be the ZEO." 

"You have to have a (builder's) license, that's the 
key to the whole thing," Chairman Ryan said. "If (Mr. 
Francis) is truly not willing to do it, then we need to find 
someone." 

The board agreed to meet with Mr. Francis in two 
weeks after Town Meeting and gauge his interest, or lack 
thereof, in serving as the town's Zoning Enforcement 
Officer and then decide what action to take from there. 

At 7:20 pm the board unanimously voted to go 



TheKitchenls... 




...The Heart of Your Home 

Come In Today And See The Dfference We Can Make 
Professional Design at Contractor's Prices 



Kitchens by Design 



Lifestyles Plaza Rte 6 Fairhaven 
Tele. 992-9200 Showroom Hours M-F 10-5 
Saturday by appointment 




Ha it & Urn Cm 



67 County Road, Mattapoisett, MA 02739 
758-3722 



Spring Cleaning? 

Begin with your skin. 
A deep cleansing facial will exfoliate 
and moisturize leaving afresh springtime glow. 
Repechage Skin Care Essentials are seaweed 
based and for all skin types. Our new ''Four Layer Facial" 
will revitalize tired winter skin. 

Hours: 

Mon. 10-6:00, Tues. 9-9:00, Wed. 9-9:00, Thurs. 8-9:00, Fri. 8-7:00, Sat. 8-5:00 
Join us for Silpada Designs Jewelry Party, Thursday June 6th, 4 to 8pm 
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EURO at 

Phoenix Hall 

24 Center Street, Corner of Main Street, Fairhaven 
992-1714 • email: eurshp@aol.com 
Mon.-Sat. 9:30-5:30 

20% Off 
Your Purchase for 
Father's Day! 

(through June 15th ) 



0 




Fairhaven 

Lions Club 

is Sponsoring a 

50's & 60's 
LEGENDS SHOW 

Featuring 4 hours of pure enjoyment with 

impersonators such as: 
Elvis, Tom Jones, Engelbert, Patsy 
Kline, Frank Sinatra, Garth Brooks, 
and many more. 



Tickets and Information: Call Richard Bettencourt 
508-984-7070 
TICKET PRICE: $10.00 

SHOW TIME: Friday, July 5th - 8:00 p.m. 
Doors open at 7:00 p.m. 
PLACE: Century House, Main Road, Acushnet 




^ ATTIC 



HOUSEHOLD CONSIGNMENT 

Quality Used Furniture and Furnishings at Reasonable Prices 
62 Marion Road (Rt. 6) Mattapoisett • 758-4912 
Wed., Thurs., Fri. 10-4, Sat. 10-3:30 



into Executive Session with Town Counsel Daniel Perry, 
members of the Rochester Board of Health, Regional 
Sanitarian Karen Walega, and Conservation Agent Laurell 
Farinon to discuss the recent water quality samples taken 
at the Sol Brothers Farm property and pending litigation 
involving said business. There being no further matters to 
discuss in open session, they would thereafter adjourn for 
the evening. 

Sports Shorts 
By Kristen Ward 

ORR High School 

The Old Rochester High School Girls Softball 

season ended recently. The team had a record of 9 wins 
and 11 losses. In a tough game against Apponequet, the 
girls lost 4 to 0. With ORR's Jen Parker pitching none of 
the four runs Apponequet scored, were earned. In addi- 
tion to Parker's excellent pitching, she also got the only 
hit that game. 

The ORR Softball team also played Bourne last 
week. In this game Amy Guerzoni used her tough 
defensive skills to help put Bourne away. Also helping the 
ORR effort was Tiffany Hopkinson, Kelly Boivin and 
Melissa Nye. Hopkinson, Boivin, and Nye helped out up 
at the plate with two hits each. The girls beat Bourne 11 to 
4. 

With a great team endeavor, ORR beat Bishop 
Connolly High School last week, 13 to 0. Many of the 
girls were terriffic at bat. Melissa Nye did the best with 
three hits. Andrea Rand, Tiffany Hopkinson, Ashley 
Nye, and Kelly Boivin also assisted ORR. Each of them 
had two hits. Melissa Nye as usual played wonderfully in 
the field. Bishop Connolly had no chance against the ORR 
girls. 

The Old Rochester Girls Softball team's missed 
the state tournament by one game. The outstanding 
players on this year's softball team were Jen Parker, 
Melissa Nye and Tiffany Hopkinson. Parker was a great 
pitcher, who was consistent each game she pitched. Nye 
and Hopkinson were strong in their positions, too. Nye 
played shortstop and Hopkinson played center field. In 
addition to their great defense they were excellent offen- 

I Sales and Service* Experienced with all brands. 
Also available evenings, weekends and holidays 
Mike Healy 748-2557 
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You know that real estate 

expression 
"location, location, location"? 

Well, we couldn't agree more. 

INTRODUCING 



WATER STREET 


rTTT 

1111 





REALTORS 



Over the next few weeks, real estate veterans Jocelyn DaLuz and Carol Simmons 
will open Water Street Realtors — offering a small town approach to residential and 
commercial real estate dealings, supported by sophisticated technology and marketing. 

Located in the heart of Mattapoisett s village at 10 Water Street, overlooking Shipyard Park, 
there is conceivably no more pleasant an environment to browse some of the south coast regions 
finer residential and impressive commercial real estate listings. 

The office is busy getting organized and will officially open over the next two to three weeks. 
If you happen to be in the neighborhood, please stop by, say hello and join us for a cup of coffee. 

Or, if you simply cant wait until the office is open, give Jocelyn or Carol a call at 508-758-9731 
or send an email to info@waterstreetrealtors.com. We will be delighted to come visit with you and 
discuss your real estate needs. 

WATER STREET REALTORS, 508-758-9731 

IO WATER STREET, MATTAPOISETT. OVERLOOKING SHIPYARD PARK. 

coming soon: www.waterstreetrealtors.com 
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FRANK'S 
BARBER 
SHOP 

Love-Lea-Acres 
459 New Bedford Rd 
Rochester, MA 02770 

(508)763-5559 




Hours: Tues.-Fri. lpm-9pm 
Sat. 7:00am-4:00pm 




A Primitive Dwelling 

distinctive furniture $ embellishments 



New Arrivals 

Faux Herb Wreaths, 
Swags & Garlands 



plus primitive candle gift sets, garden hooka, birdhoufies, 
twig ckairs, garden signs & stakes, wall baskets & wreaths, 
Americana, historic portraits and more! 

Corner of Rt 6 & Main St. - Mattapoisett, MA 
508-758-3 1 73 - www. aprimitivedwelling. com 
Tuethru Sat 10-5pm- Sun 12-5pm 

Exit 19A off Rt 195, follow North St. to Rt 6, turn right and proceed 
west to next red light, shop is on tbe l^ft, corner of Rt 6 & Main St 




Mon.-Fri. 10-5, Sat. 9-4 

20% OFF 
All Crystals, 
Gemstones and Jewelry. 



Get Ready For Summer 



Power Thin - for fast weight loss results 

Vital-18 - for 12 years the most effective all 

natural weight loss and energy product with 

a 98% customer satisfaction rate. 

FREE samples of Power Thin & Vital-18. 

Also available: Women's Renew 

Internal Cleansing Kit 



sively. They all did very well at bat, too. Congratulations 
to ORR on a good softball season! 
Mattapoisett Track Club 

Summer is coming soon, and so is a new season 
for the Mattapoisett Track Club. Registration will be held 
on Wednesday, June 5 from 4:00 to 5:00 pm and again 
from 6:30 to 7:30 pm at Center School in Mattapoisett. 
You may also register on any night before practice at the 
Mariner Soccer Field in Fairhaven. The club will be 
running every Monday and Wednesday night, from June 
24 until August 14. Practice will begin at 6:00 pm and end 
at 8:00 pm. Three ribboned track meets will be held 
during the season. 

Membership fee is $35 for one and $70 family. 
Once again, Geoff Smith will be head coach and will be 
running a pre-club workout for high school students. 
Anyone wishing to work out with Geoff should be at the 
field by 4:30 pm on Monday and Wednesday. The 
Mattapoisett Track Club is open to everyone in any town, 
whether child, high schooler, college student or adult. If 
you have any questions, please call Mary Ann Amoruso 
at 508-758-3726. 
Little Harbor Golf 

On May 8, the Women's Golf Association of 
Little Harbor Country Club in Wareham, held a Four-ball 
Best-ball Tournament. The results were as follows: 

First Place: Helen Kiesewetter, Jane Egan and 
Barbara Morse. 

A Two- Way Tie for Second: Ann Mello, Lorraine 



Get Ready for the Season 

May Special - 50% Off Accessories 



Premium Synthetic Golf Turfs 
Putts Like a Bent Grass Green 
Lower Your Scores at Home 
Endorsed by Davis Love, III 



Superior Golf Greens, Inc. 

www.superiorgolfgreens.com 

Call 508.763.1900 
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This Spring improve your health 
and relieve stress with therapeutic massage.. 



CristatL, %£inda(i, <HpTM<B 
SpeciaGzed f Therapeutic Massage and'Bodyzvork 
S3 County <Rpad+9rfattapoisett 
(508)997-0039 



Smith and Janet Perkins; and Kathy Macedo, Ruth 
Souza, Gail Sala and Faith Wisner. 

Fourth Place: Donna Hill, Marilyn Heikila, 
Elena Cancelliere and Ruth Harrington. 

The Closest to the Pin winners were: Bev 
Cancelliere (#1), Liz Ford (#15); and Ann Shea (#17). 
Please send ideas, comments and suggestions to: Sports, c/o The 
Wanderer, P.O. Box 102, Mattapoisett, MA 02739, e-mail 
releases to news@wanderer.com, or fax, 24-hours-a-day, to 
(508)758-4845. 

News Submission Policy 

The Wanderer gladly accepts any and all news and 
press release items from local non-profit organizations for 
publication on a weekly basis. The deadline for submis- 
sion of said items is Monday at 12:00 noon for publication 
in that week's edition. Due to the increasing number of 
submissions, however, publication of press material is 
never guaranteed. The Wanderer will make every effort to 
publish timely news items and announcements as the 
subject warrants and as often as spacing allows. All press 







Great Scapes 

Nursery & Greenhouse £§r 

"Proven Winner" Annuals, Perennials, 
Trees, & Shrubs 

Great selection of containers 
& hanging baskets 

You can't go wrong with a 
Gift Certificate!!! 



Open 7 days a week, 
Mon.-Sat. 9am-5pm, Sun. 12-5pm 

87 County Road (Rt. 6) Mattapoisett 
758-9755 758-4409 
All Major Credit Cards Accepted 






MOONFISH 

Restaurant & Catering 

Hours: Lunch, Tues.-Sat. 11:30-2:30 
Dinner, lues. -Sat. 5:00-9:00 

Eclectic Cuisine & Decor 
Vegetarian & Vegan Options 
Local Artist Displays 



7 Cottage Street, Marion Village 
(508) 748-9956 



| |"fS : j[AME^ 
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Nautical Gift Clocks 



EluIiuck ail K-ds±> skip's 
twll sinking movenisiH 

EMidptfnsenC. 

The dial i& while with 
RmnoTi rumcTnlR and 
^p:iiJl' MnJ^ m K'Tiind 
u ujrav lens. 




7 | ffl n s- 4" 



Law (ughi^s an 
■dLL Li I batunsLCLi 
wifll thenikOliflCICT 

hdiind n 
L-ry^EnJ iihiss Il-it. 




7 rB-s4- 



&159J0O 



CLOCKS- FURnirrURE* ANTIOUtSi * tsim 

PEN & PENDULUM 

6? County Ruad Rciuil 1 b, Maicufiniwii TJOL.tfJI 




GALLEY 




P/an t/owr next 
party with us - 

•Graduation 
•father's Day 
•Family Reunions 
•Summer barbeques with friends. 

67 County Road, Route 6, Mattapoisett 
758-9408 

Hours: Tues.-Fri. 7-6, Sat. 7-5, Sun. 7-3, Closed Mondays 



Residents Of Rochester-Marion- Acushnet 
A.]. BOBOLA, GENERAL CONTRACTING 

ADDITIONS • GARAGES • CUSTOM BUILDERS • GENERAL CARPENTRY 

(508)758-9830 

LICENSE NO, 012721 + 106929 



CALL 
ANDY AT 



material must be submitted in writing via fax, e-mail or 
surface mail, and must be typed or word-processed. We 
cannot accept any handwritten material or news items via 
telephone, no matter how brief. 

Photographs of area events and newsmakers are 
also accepted and encouraged. The Wanderer accepts well- 
lit and clearly-defined color or black and white photo- 
graphs for publication provided they include a brief 
summary of the event or subject. Due to processing and/ 
or cropping requirements, we cannot return photographs. 
Please make sure you retain your negatives or have a 
copy made before submitting photographs for publica- 
tion. Like news items, the deadline for photos is Monday 
at 12:00 noon and the publication of photographs is also 
subject to spacing constraints and therefore cannot be 
guaranteed. 

All submitted copy is subject to alterations and / 
or condensation as space allows at the editor's discretion. 
All submissions become the property of The Wanderer and 
cannot be returned, therefore please make sure to retain 
copies and / or negatives before submitting anything for 
consideration. 

Letters to the Editor 

To the Editor: 

Thanks to the favorable vote of the Mattapoisett Town 
Meeting on Wednesday, May 22, we are on our way to a modern 
library! The Library Board of Trustees thanks the townspeople 
for their support. 

The next step is to get out and vote for the debt 
exclusion at the June 18 election. We need your vote to finish this 
first step and then we will get right to work raising the neces- 
sary private contributions. That is going to be a very tough job 
and we need everyone's help. Anyone who wishes to become 
involved is urged to talk with Librarian Judy Wallace, or with 
any trustee. 



EDWIN L. PERKINS 
Co., Inc. 

PLUMBING & HEATING 

Reg. # 8967 

758-3568 

Serving the Greater Mattapoisett Area Since 1935 
Licensed Men 

21 North Street, Mattapoisett 
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Law for Seniors 



23 years of estate planning and handling legal issues for Seniors 
has taught me that- 

Seniors want to know about 

Durable Power of Attorneys 

Health Care Proxies 

Wills and Trusts 

Homestead Declarations . . . etc. 

in simple language ... which ones will help them save money and safeguard their 
hard earned assets, and how they can give them financial security and peace of 
mind; but also 



Seniors want to know that 



They are still in charge of their own lives. ..(Seniors do not have 
fewer rights) 

Our consultations are private and completely confidential 



So if these are also your concerns, call Sue at (508) 758-2403 to schedule a very 
private consultation on these and any other Senior issues at our office or your home 
on the day and at the time convenient for you. 



Member: National Academy of Elder Law Attorneys 



Law Office of Robert G. Moore 

42 Main Street 
Mattapoisett, Massachusetts 
(Corner of Main Street and Route 6 at Traffic Lights) 

(508) 758-2403 

Senior Law Issues Estate Planning Probate of Estates Real Estate Matters Business Planning 
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FULL 
LANDSCAPE 
SERVICE 




• Tree Trimming/Removal 

• Spring/Fall Clean-ups 

• Sod or Seeded Lawns 

• Aerial Bucket Truck Available 

• Lawn Maintenance 

• Bobcat Service 

• Dump Trips 

• Stump Grinding 

• Bark Mulch 

• Loam 

• Gravel 

• Stone 



Year Round 
Service 



CALL 
748-2739 

Fully Insured 



Boat Transport 

(508) 758-3774 




Hauling ♦ Launching ♦ Moving 
Mast Stepping ♦ Un-stepping 
Boat Storage ♦ Yacht Sales 



7 industrial Drive, POB61, Mattapoisett, MA 



Oliveira 

Fine Carpentry & Architectural Design 

Remodeling - Custom Additions - Kitchens - Cabinetry -Built-ins 
Fine Finish Work - Renovations - Custom Designing & Drafting - Consulting 
"See me for your project from start to finish" 

Mattapoisett, MA (508) 758-1385 



Again, we are heartened by the support in town for this 
vital project and are ready to go to work. 
Sincerely, 

Robert Atkinson, Trustee 

Mattapoisett Free Public Library 

To the Editor: 

Mattapoisett residents should thank Jon Bryan, Steve 
Lombard, Brad Hathaway, and the Finance Committee 
(FinCom), headed by Richard Gamache, for their insight and 
contributions at Town Meeting. Also, let's not forget Water and 
Sewer Department Superintendent William "Nick" Nicholson 
for his presentation on the sewer situation in town. 

It was Mr. Bryan, through his amendment to the 
original article, who saved voters a big chunk of money on the 
proposed library addition. Mr. Lombard urged voters not to go 
into further debt with any projects because the town was already 
knee-deep in taxation and Mr. Hathaway made similar sugges- 
tions, including one that should be followed: decreasing the 
number of homes that would come under consideration for 
construction in town by increasing the lot sizes. 

However, voters approved the controversial Bike Path 
despite a lack of figures for its upkeep from Bike Path (Study) 
Committee Chairman Steve Kelleher. Voters should remember 
two promises made: one by (State) Representative William 
Straus, who said that federal funds will finance 90 percent of the 
path, and Mr. Kelleher 's word that it will cost taxpayers an 
additional $62 per average on a $200,000 home (one-time) for the 
path. Keep those figures in mind. 

Mr. Gamache did not support the Bike Path and anyone 
attending Town Meetings knows how astute he is when it comes 
to finances. So, this must tell the populace something. It might 
be said of him, "Authority without wisdom is like a heavy axe 
without an edge, fitter to bruise than polish." Mr. Gamache has 
the wisdom. 
Sincerely, 
Michael Couture 
Mattapoisett 



Mattapoisett Food ^f 1 ^^ Mattapoisett Liquors 
and Fuel 758-3614^. ^ ^ and Cigars 758-4332 



Check Our 



TEXACO 



Special Sales 



VISIT OUR WALK-IN HUMIDOR 
For Famous Names as, 
Dunhill - Red Dot Cohiba 
Arturo Fuente - Partagas 




5% Off all Cigars (retail price, until June 6) 



Store Hours: 6am-10pm 



Liquor Hours: M-Th 9am-9pm, 
Fri.-Sat. 9am-10pm 
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Landscaping 




Complete Tree and Landscape Service 
Stone & Shell Driveways* Sod & Seed Lawns 



EST 

758-4509 K^si 

P.O. Box 496, Mattapoisett • Fully Insured 



To the Editor: 

On Memorial Day we remember those who fought and 
died for our Constitution and the freedoms it guarantees each of 
us. Isn't it just a little ironic that our Memorial Day Parade was 
led by the Mattapoisett Board of Selectmen who were recently 
found by a Federal Court Judge and Jury to have violated our 
Constitution and trampled on those freedoms? 
Sincerely, 

Daniel Goodman Sr. 

Mattapoisett 

Editor's Note: The views expressed in the "Letters to the Editor" column are not 
necessarily those of The Wanderer, its staff or its advertisers. The Wanderer 
will gladly accept any and all correspondence relating to timely and pertinent 
issues in the greater Marion, Mattapoisett, and Rochester area, provided they 
include the authors name, address and phone number for verification. We 




or iteriihg with 14K bead 



Sterling Silver and Gold Jewelry. 
Bracelets, Necklaces, Earrings. 



mith Jewelers 



Henry B. Smith, Graduate Gemologist 
1-508-758-6655 

Tues.-Fri.. 9:30-5:30, Sat. 9:30-4:30 
2 Brandt Island Road, Mattapoisett 




the Duff Gallery 



36 NORTH WATER STREET located adjacent to the New Bedford Whaling Museum 

Original Oil Paintings & Prints by Robert Duff 

Local Coastal & Rural Scenes, Realism, Marine Art & Still Lifes 



Open Daily 

Monday through Saturday 10A.M.-5P.M. 
Sunday noon-5p.m. 

■ Phone 508-993-3200 

■ Online Gallery: www.robertduff.com 




"SUNSET ON NED'S POINT" 

Painted in the 19th century tradition of simple composition and quality of light 
by Robert Duff - il on canvas - 18"x36" 
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20% Off 
Selected Styles 

through June 15th 




The Curtain 
House 

63 Alden Road, Fairhaven - 
(508) 993-2869 
Fairhaven Center For Business 

Open Monday-Saturday 9:30-5:00 



Decorating Center 
Paint & Wallpaper 
Window Coverings 



834 Ashley Blvd., New Bedford 



(Near Tarkiln Hill Rd.) Exit 4 off Rt. 140 

to Ashley Blvd. (Rt. 18) 1 mile South of N.B. Yoke 



995-1320 



MasterCard 



cannot publish anonymous, unsigned or unconfirmed submissions. The 
Wanderer reserves the right to edit, condense, and otherwise alter submissions 
for purposes of clarity and/or spacing considerations. The Wanderer also 
reserves the right to deny publication of any submitted correspondence. 

Representative Straus Hours 

State Representative William Straus (D- 
Mattapoisett) will hold district office hours at the 
Mattapoisett Council on Aging (COA) in the Knights of 
Columbus Hall, Route 6, on Friday, June 7 from 10:30 to 
11:30 am. No appointment is necessary. 

Maconchu Club Picnic 

The last meeting of the year for the Maconchu 
Club will be a picnic at the waterfront home of Betty and 
Greg Parker (59 Mattapoisett Neck Road, just past the 
town landing) at 3:30 pm on Saturday, June 15. There will 
be grills on hand to cook whatever you choose to bring. 
Also, please bring your own place setting, utensils, chairs, 
table, and beverage. Salad condiments and dessert will be 
provided. 

Dues of $7.50 per person may be paid for the 
following year. Checks may be made payable to the 
Maconchu Club. They hope to see you for this afternoon 
of fun and fellowship. Guests are always welcome. The 
picnic will be cancelled in case of rain. If in doubt, please 
call Betty or Greg Parker at 508-758-4381. 




SILVA'S 



Landscape Service 



Tree Work • Fire Wood • Stone Walls • Walkways 
Patios • Complete Landscape Service 
Lawn Installation & Maintenance 
Bobcat Service • Lots Cleared 

Matt Silva, Owner • Fully Insured (508) 748-2160 
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Hear 
the 
sounds 
you've 
been 
missing! 



Chiropractic care given 
with gentle kindness 
and respect. 
Infants to seniors. 

NOW ACCEPTING MOST 
INSURANCES 

Medicare - Harvard Pilgrim - Tufts 
BCBS of MA and RI - United Health 



MARION CHIROPRACTIC 

Alicia M. Crabbe RN, DC Rte #6, Marion (508) 748-6632 




Mattapoisett Republican Committee 

The Mattapoisett Republican Town Committee 
will meet at the Town Hall at 7:00 pm on Tuesday, June 4. 
The purpose of the meeting is to formulate stategies for 
upcoming elections. All registered Republicans are invited 
to attend. 

ORR Year-End Events 

• June 4 - Senior Prom, 7:00 to 11:00 pm at Ocean Cliff, 
Newport, RI. 

• June 6 - Mandatory Rehearsals for Senior Assembly and 
Senior Awards Night (10:00 am to 12:00 noon) and Gradu- 
ation (1:00 to 2:30 pm); Senior Awards Night at 7:00 pm - 



Siemens, the world's largest hearing aid 
manufacturer introduces the new, fully digital, 
MUSIC® Digital hearing aid. MUSIC Digital 
processes signals to your specific needs, so it 
gives you the advantage to better experience 
the sounds you want to hear 



Coastal Hearing Care 



383 Rockdale Ave., New Bedford • 996-5631 



Hearing aids may help many people hear better, but individual results may vary 





MATTAPOISETT - This 4BR, 2.5BA 
Colonial is located in lovely LeBaron 
Estates. Enjoy the private backyard, pool, 
patio & springtime flowers! $389,900 



FAIRHAVEN -A yr-round 4RM Ranch on 
West Island. The 2 large outbuildings on the 
double lot have great potential for a young 
tradesman! $185,000 




t 



ROCHESTER - Four BR Cape located in 
Sippican Estates on 1.17 acres. Features 3 
fireplaces, updated kitchen, new baths & 
attached garage! $319,000 





MATTAPOISETT - A 3BR BEACHFRONT 
property with almost an acre of land, stone 
retaining wall and panoramic views of 
Buzzards Bay! $1,140,000 



MATTAPOISETT - Walk to Village from 
this 4BR 2B A Colonial home with a 
farmer's porch. The custom interior is 
gracious with an open staircase! $347,500 



LJULV&Uil iT^RealEstate 

(508) 758-3838 w ww. dawsonre . com 



MATTAPOISETT - Village 3BR, 3B A home 
with Victorian features. Recently updated 
with cherry cabinet kitchen, fenced yard, 
gardens and garage! $595,000 



Sandra Dawson, 
Broker I Owner 
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SECONDS 
COUNT 



The Consignment 
Super$tore 



Lifestyles Plaza - Rt. 6 
Fairhaven 02719 
(508) 991-2229 
Mon.-Sat. 9:00-4:30 
Thurs. & Fri. 'til 7:30, 
Sun. 9:00-2:00 



• Huge Selection of 

• Great Spring/Summer 

• Clothing... 

• Many items at 50% off! • 

Men's, Women's & Children's Clothing 
Toys • Baby Equipment • Maternity 



Students arrive at 5:30 pm for pictures, please wear gown. 
An assembly will be held in the Sippican School Audito- 
rium. 

• June 7 - Senior Assembly, 9:30 to 10:30 am in tent at 
ORR High School. 

• June 8 - Graduation at 1:00 pm. Students arrive at 
school at 12:00 noon. Please Note: There will be no gradua- 
tion tickets issued this year since the tent is very large and 
should accommodate all guests and family members. The 
tent will be set up in the center of the athletic field and 
will be handicap-accessible. The guests will be seated on 
the grass and the graduation class will be on risers in the 
front of the tent. If you have any questions regarding 



Law 



Offices 

Of I __ 

WlNFRED A. 
ECKENREITER, RC. 

A Personal Injury 

& Workers Compensation Law Firm 

Fairhaven Wareham 



Fairhaven 
55 Alden Road 
(508)997-7788 



Wareham 
177 Rear Main Street 
(508)291-0295 




'Winning is No Accident' 



graduation, please contact Patty Potter at 508-758-3745, 
extension 37. 

Marion Art Center 

Painting Exhibition 

An exhibition of recent paintings will open at the 
Marion Art Center on Friday, May 31, with a reception to 
meet the artists from 6:00 to 8:00 pm. Featured artists are 
Marion summer resident Geri Smith and Rowena Perkins, 
who lives in Wellfleet. 

Rowena Perkins has been living and working on 
Cape Cod since 1990, after she received a Bachelor of Fine 
Arts degree from Montserrat College of Art in Beverly, 
MA. She works primarily in oils, with monotype, water- 
color and woodblock printing as an accompaniment. Her 
work has been shown in galleries and other public venues 
and is included in private collections. The paintings are 
inspired by the natural beauty of where she lives and her 
travels. The result is a combination of seeing and feeling, 
focusing attention on the subjective interest of the paint- 
ing. "I work from life and use photographs when neces- 
sary along with drawings and other reference material/ 7 
Ms. Perkins said. "My goal is not to represent the things I 
paint realistically, but to implement the life of the idea 
that I have and bring that life into the painting ... color is 
very important to me/ 7 

Geri Smith has a degree in Business Administra- 
tion from Merrimack College and an Arts Studio degree 
from the University of Maryland. She has concentrated on 
watercolors for the past 20 years. Previously, she worked 
in oils, acrylics, and designed batik clothing. She also 
painted commissioned indoor and outdoor trompe Voeil 
murals throughout the Washington, DC area. She taught 
watercolor painting at the University of Maryland for 13 
years and most recently teaches at the Montgomery 
County Maryland Adult Education program. 

Geri has exhibited at Strathmore Gallery in 
Bethesda, the University of Maryland Gallery, the Petite 
Gallerie in Annapolis, and at several galleries on the outer 
banks of North Carolina. She is currently represented by 
the New Castle Arts Gallery in Delaware. 

The two- woman show will be on display at the 



Burr Bros. Boats, Inc. 

"Everything for Boats" 
SUNFISH 

YOUR LOCAL SUNFISH 
DEALER 

PARTS IN STOCK • REPARS • SEITECH DOLLYS 

309 FRONT STREET, MARION 

Store/Parts: (508) 748-6668 • Main (508) 748-0541 

E-mail: burrbros@burrbros.com Web: www.burrbros.com 
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A Great Thing Just Got Better! 



All you can eat 
Thursday Night Buffet 



Gourmet Foods & Cafe Served from 5-8pm 
Catering # Take out available 

An incredibly delicious & affordable 
experience at $9.95 per person. Join us! 



RS. New menu each week, call ahead. 



Marion Art Center through June 26. Gallery hours are 
Tuesday through Friday 1:00 to 5:00 pm, and Saturday 
10:00 am to 2:00 pm. Admission is FREE. The Arts Center 
is located at the corner of Main and Pleasant Streets near 
the Marion Town House. For more information, please 
call 508-748-1266. 
Summer Program 

The Marion Art Center announces a new Summer 
Program for Kids ages 4 1 1 2 to 9 years titled "Art, Etc/ 7 
Similar to ArtCamp (which is full), this program will meet 
on Monday and Friday mornings from 9:00 am to 12:00 
noon. There are three two- week sessions: Session I - July 
8-19; Session II - July 22-August 2; Session III - August 5- 
16. 



Niemiec Marine, Inc. 

Full Service Boatyard 

YANMAR 

GENUINE PARTS 

Largest Yanmar Stocking Dealer 
In The Area 

Dealer for Yanmar, Cummins, Westerbeke, 
Universal, Crusader, Kohler, Velvet Drive and 
Mathers Electronic Controls 

173 Popes Island 
New Bedford, MA 

(508) 997-7390 
FAX (508) 997-8978 
w w w.niemiecmarine . com 
Open 7:30AM - 4:00 PM Monday-Saturday 



DEBROSS = 
II A THA WA Y 
=11 M ARVEL 

• Heating Oil • Diesel Fuel • Automatic Deliveries 

• Budget Plans • Free Estimates • Residential & Commercial 

• Heating • Air Conditioning 

• 24 Hour Customer Service Lines 

999-1226 '993-1751 



^astoCard^ 



VISA 
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Jewelry & Accessories 
As Unique as You! 





Accessory Planet 

High Style! 

High Quality! 

Very Affordable! 



Dartmouth Mall 
(Next to Express) 



(508) 991-5310 



The children will be grouped by age and have the 
following activities: arts, crafts, theater, movement, games 
and stories. Instructors are Elise Cooke and Annie 
Giddings. The fee for each two- week session is $85 for 
MAC members, $100 for non-members. For more infor- 
mation and an application, please call the Art Center at 
508-748-1266 or stop by during gallery hours (Tuesday - 
Friday, 1:00 to 5:00; Saturday, 10:00 am to 2:00 pm). 
Summer Theater 

The MAC Young People's Summer Theater will 
begin on July 9 and will meet for six weeks on Tuesday 
and Thursday, 4:00 to 5:30 pm. The program is open to 
students entering Grades 4 through 6. There will be a 
performance at the end of the twelve sessions on August 
16 and 17. Michele Kelley is the instructor. Fee is $135 for 
MAC members, $150 for non-members. Registrations are 
now being accepted. 

Mattapoisett Town Clerk 

Office Hours 

The Mattapoisett Town Clerk office hours are 
Monday - Friday, 8:00 am to 4:00 pm; Monday evenings, 
7:00 to 7:30 pm, or by appointment. 
Mooring/Boat Stickers 

A second billing for Mooring and Boat Stickers 
was mailed out on April 17, 2002. This included a late fee 
of $25. Payment is due 60 days from the date of postmark. 
Reminder to all holders of mooring numbers 0501 to 1000 
that a Mooring Inspection Certificate must be on file and any 
outstanding boat excise tax must be paid before your 2002 
Mooring Permit can be renewed. Please take note: a second 
late mailing will be going out in June with a late fee of 
$50. To avoid this additional charge, make sure your 
Mooring Fee is paid. 
Census 

The Town Clerk's office continues to update 
census information and residents may receive a call 
confirming census information. If you have recently 
moved into town and have not yet registered to vote or 
filled out a census form, please call the Town Clerk's 
office at 508-758-4103. The office staff will gladly assist 
you. 





Joe C. 


Complete Landscaping 


Landscaping 


Lawns installed 


Bobcat Work 


/S^^Sg^ Cobble Stone 


Tree Planting 


^^^MlKlSM Walkways 


Tree Removal 


Ir^^M T^^raft Stone Driveways 


& Trimming 




Mulch & 


T\ Swimming Pools 


Firewood 


[Gift W Vv-'s instaiied & 


Silt Fence & hay * 


IV^Ug V>W .^J Repaired 


Installed 




25 years experience - Call Joe at (508) 758-4785 
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Call KEN HOTTE... 



► 



HOME 
IMPROVEMENTS 
Building & Remodeling 

Licensed & Insured 
Lie. #033616 HIC #113738 



Hotte@attbi.com 



Complete Kitchen 
and Bathroom 
Remodeling 

Windows 

Doors 

Decks & Porches 
Screen Rooms 

Cedar Siding 

Finish Carpentry 



Rochester Ham and Bean Supper 

The First Congregational Church of Rochester 
invites the community to a Ham and Bean Supper on 
Saturday evening, June 15, from 5:00 to 7:00 pm. This 
historic Rochester church will be celebrating its 300th 
anniversary in 2003 and the proceeds from the supper will 
help fund special events in the coming year. 

Tickets are $7 ($3 for children under 12) and are 
available at the door or through the church office. 

The First Congregational Church is a friendly, 
Christ-centered fellowship located on the Rochester Green 
where all will feel welcomed by a friendly and caring 
congregation. Sunday programs include Chruch School 
for all ages at 9:15 am, followed by worship at 10:30 am 



led by Interim Pastor Dr. Bob Barletta. Nursery is pro- 
vided. A time of fellowship follows the Sunday service. 
The church is wheelchair-accessible. For more information 
about the church and its activities, please call the church 
office at 508-763-4314. 

Marion Biodiversity Days 

On May 31, June 1, and June 2 experts, amateur 
naturalists and other enthusiastic folk will set out to see 
how many " critters' 7 they can find in Marion. If you go 
bird watching, butterfly gawking, lichen lurking or 
fishing on your own, send in a list of what you've seen to 
the address below, or drop it off at the Marion Natural 



WW 



IfUcAeMe^ SafamamA/ w^hzom^: 





Nail & Hair Studio 



c z£eJ/ aiw zexyoeA/ becomes 



Former proprietor of "The Upper Echelon" 



132 South Main Street 
Acushnet Plaza 



508-995-3119 
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• Verticals, Mini-Blinds, 
Duettes, Crystal Pleats, 
Pleated Shades, Silhouettes 

• Draperies & Sheers 

• Roman Shades, Balloons, 
Cornices 

• Designer Valances 

• Custom Comforters, Dust Ruffles 

• Bedspreads, Pillows, 
Table Rounds 



g SANDPIPER 




I INTERIORS 

40 Brandt Beach Avenue, Mattapoisett, MA 

# 758-4847 $ 

Call for Appointment 
Monday-Friday 9 to 4, Saturday 9 to 12 

^YMWMYMYMYMYMYMYM 






UFTS 

Frost 




UNIQUE DESIGN STUD 



BOUTIQUE 



Join Us For a Topiary Workshop 



"Green Vleoe Wire Art"... 
ae eeen on HG1Y.. 
Saturday, June 1st at 1:00 pm 
at Tufts & Frost... 
Limited Space Available... 
Call to reeerve your topiary animal... 

oat... rabbit... or turtle. 
$ 3<3 includes finished topiary to take 
home and enjoy! 

Hours: Wednesday to Saturday 10:00 am - 4:00 pm 

156 Front Street ♦ PO Box 1223 ♦ Marion, MA 02738 
Telephone 508.748.6983 



DON'T FORGET YOUR SPECIAL GRADUATE! 
Tune 2: Stang, Fairhaven, Upper Cape; Tune 5: N.B. Voc; Tune 8: 



ORR H.S.; Tune 9: Dartmouth, Old Colony; Tune 13: N.B.H.S. 



249 Ashley Boulevard, New Bedford 
(508) 997-7866 



ovt^f (vie. 



Mattapoisett 
(508) 758-616.1 
1-800-258-7866 
Established 1889 
Do It Right - Do it with Sowle 




We Accept All Major Credit Cards 



History Museum (above the library on Spring Street). For 
more information go to: http:/ / data.massgis.state.ma.us/ 
Biodiversity/ BiodiversityDays.htm. The schedule will 
include: 

• May 31 - Sippican Lands Trust Biodiversity 
Canoe Trip on the Sippican River. Leave from Landers 7 
Landing (at the end of Ichabod Lane) at 8:30 am. You need 
your own canoe, and to be able to walk to the put in. Call 
the SLT at 508-748-3080 soon. 

• June 1 - Biodiversity Search. Meet at Landers 7 
Landing at end of Ichabod Lane at 9:00 am. Bring your 
field guides, eyes, and binoculars to help fill in this years 
list. Call Alan at 508-946-2010, extension 152 for informa- 
tion. 

Tell us what you saw! Mail to Biodiversity c/o 
P.O. Box 1054, Marion, MA 02738, or drop it off at Marion 
Natural History Museum. 

Project GROW Applications 

Applications for openings for the coming school 
year in Project GROW, the Old Rochester Regional School 
District's integrated preschool program, will be mailed to 
families of age-eligible children residing in Marion, 
Mattapoisett and Rochester during the first week in June. 
Children who will turn three years old by September 1, 
2002 are eligible to apply. Children who are age-eligible 
for Kindergarten are not eligible to apply to Project 
GROW. 



BOAT RECONDITIONING 

Very Reasonable Rates 

Will go to any location 
Washing • Compounding & Waxing 
Polishing (inside & out) • Cleaning 
Bottom Painting 

V/ 



Mike (508) 758-7814 
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The 



(Bashful Mermaid \ td . 

Custom Florals and Home Accessories 



Simple Sophisticated fresh flowers for 
Weddings and special events 

lo Union Wharf Fairhaven, MA 508.990.7643 www. bashfu Inter maid, com 

—From The White House to Your house— 



Operating since February 1988, Project GROW 
serves children with and without special needs in three 
classrooms, one to serve children in each of the three 
district towns. Due to the Center School construction 
project, the class for Mattapoisett children will be housed 
at Sippican School again next year. Marion and Rochester 
children will attend class in their local elementary school. 
The classes meet Tuesday through Friday, four hours each 
day, and follow the school calendar. The program is free- 
of-charge. Parents are responsible for providing transpor- 
tation. As a family-centered program, parents are ex- 
pected to play an active role in their child's educational 
experience. A wide variety of opportunities for involve- 
ment are made available. The child's teacher visits all 



families approximately every eight weeks to address 
educational issues identified by the family. 

The program seeks to serve children who have 
not had any previous preschool experience. Priority for 
enrollment is given to families whose income falls below 
50 percent of state median income and any child consid- 
ered at risk. 

Project GROW has maintained accreditation by 
the National Association for the Education of Young 
Children since 1994. 

The application mailing is based on town census 
information. Families of age-eligible children should 
expect to receive an application during the first full week 




Rogers Gallery is pleased to offer 

a full selection of 
Simon Pearce glass and ceramics, 

Simon has always worked in clear glass, creating 
original designs cherished for their beauty as well 
as their functionality. 

Working in teams, craftsmen create hand blown 
and hand finished objects ofexceptonal merit 

These time honored, traditional techniques 
give each piece of Simon Pearce glass 
its own distinct character. 

Spring and summer bridal registry; 
We can have your Simon Pearce bowl 
engraved for that special occasion! 




Open Monday - Saturday 9:30 -5 



^ ROGERS GALLERY ^ 

RIVER ★SHOPS 



Rt. 6 Mattapoisett (508) 758-3641 
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"Where the 
fishermen eat." 



39<t Shrimp Special - Wednesdays 

Char-grilled, tempura, cocktail 
eat-in only 

2 Scrod Dinners $7.95 

Sunday - Monday - Tuesday 
eat-in or take-out 



"Guaranteed Freshest Seafood Around" 

HOURS 

Restaurant: Mon.-Thur. 1 1 -9 

Fri. &Sat. 11-9 Sun. 12-9 
Seafood Market: Sun.-Wed. 10-6 
Thur. - Sat. 10-7 
OPEN 7 DAYS 

Restaurant 758-3117 Market 758-31 13 

83 Marion Road, (Route 6) Mattapoisett 



FISHER & ROCHA 

REAL ESTATE 

758-6738 presents 

YOUR AREA REAL ESTATE FORUM 
with 




Bruce E. Rocha Sr. 



CHANGE IN LOAN QUALIFYING 



More than half of all 
homeowners are now choosing 
Adjustable Rate Mortgages 
(ARMs) because they start off 
with lower rates. The rates are 
lower because interest rates can 
change to match changes in mar- 
ket rates. This protects the lend- 
ers who won't be stuck with low 
interest mortgages if rates sky- 
rocket. 

One aspect of ARMs is bother- 
some. Some buyers have had a 
hard time meeting higher pay- 
ments when rates have gone up. 
Some have defaulted on their 
loans. 

Now, the largest buyer of mort- 
es in the secondary market: 



Fannie Mae, Freddie Mac, and 
others, require lenders to 
qualify ARM borrowers at the 
maximum rate that could be 
charged in the second year of 
ownership. The new regula- 
tions may make it somewhat 
harder for marginal borrowers 
to obtain ARMs, but in the long 
run, it should be better for ev- 
eryone. Those who make larger 
down payments are not faced 
with as stiff requirements as 
those making lower down pay- 
ments. For more information of 
financing, call our office. 
BUYER BROKER AVAILABLE 



Acupuncture & Chinese Medicine 

Neck or back pain? Need to stop smoking, 

lose weight or improve energy? 
Complimentary visit for new patients! 
2834 Acushnet Ave. NB (508)995-1400 



in June. Additional applications will be available in the 
Early Childhood Office (Sippican School) for those who 
do not receive one in the mail. The deadline for returns is 
12:00 noon on Friday, June 14, 2002. Please call 508-748- 
1863 for more information on the application process. 

Music Legends Show 

The Fairhaven Lions Club is sponsoring a '50s 
and '60s "Legends Show" featuring four hours of pure 
enjoyment with impersonators such as Elvis, Tom Jones, 
Engelbert, Patsy Cline, Frank Sinatra, Garth Brooks, and 
many more. The show will take place on Friday, July 5 at 
8:00 pm (doors open at 7:00 pm) at the Century House, 
Main Road in Acushnet. Tickets are $10 per person and 
can be purchased by calling Richard Bettencourt at 508- 
984-7070. 

Mattapoisett Road Race 

The Mattapoisett July 4 Road Race is fast ap- 
proaching. The Race Committee is asking Mattapoisett 
residents to celebrate Independence Day and also encour- 
age the runners by playing patriotic music with instru- 
ments or boom boxes as the race passes by. If you will be 
watching the race along the route and would like a CD of 
patriotic music to play for the runners, please e-mail the 
committee at racestaff@mattapoisettroadrace.com, or call 
508-758-3121 to make arrangements to get a CD. Volun- 
teers are always welcome to help out during the race! The 
next meeting of the Mattapoisett Road Race Committee 
will be held at 9 Hammond Street on Thursday, June 20 at 
7:00 pm. 

Biodiversity Days in Rochester 

Folks who live in Rochester know they reside 
closer to nature than a lot of people in their neighboring, 



AROUND THE CLOCK, INC. 




Health Care and 
Home Assistance 

Companions and Certified Professionals 
Brenda J. Moniz (508) 291-4188 
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MEROLLA CHIROPRACTIC 



NEW BEDFORD 
100 Bedford Street 
996-6781 

FAIRHAVEN 
73 Alden Road 
990-2022 

NORTH NEW BEDFORD 
1228 Ashley Blvd. 
985-9090 

WAREHAM 
166 Main Street 
291-0200 

www.merollachiropractic.com 




Dr. Mike Merolla 




more urban towns. But do the homosapiens there realize 
that they share their town with 416 other non-tax-paying 
species? At least that's what the count was following the 
2000 Biodiversity Days. Actually the count has the 
potential to be a lot closer to 500 different species residing 
in the bounds of Rochester, if all that live in the habitats 
there could be found. 

On May 31 to June 3, residents will have the 
opportunity to do just that. That's when the state's annual 
citizens' Biodiversity Days are planned. Rochester resi- 
dents are urged to either go out in their own backyards 
and list all the plants and animals, birds or mushrooms, 
etc. they see. They may also join one of the organized 



IV* V •Mannington or Pergo Laminate 
Installed $6.59 s/f 
•HARTCO Danville Strip 

3/4" Oak Prefinished 
Hardwood Installed $7.29 s/f 
•Large Selection of Berber, Plush & 

Saxony Carpets 
• Ceramic Tile Installed as low as $5.99sf 

Min. 100 si. 

Hours: Mon.-Tues, Wed. & Fri. 10am-5pm, 
Thurs. 10am-7pm, Sat. 9am-3pm 



■* # •■ 
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Free Estimates • Fully Insured 



(508) 991-6786 

96 State Road, No. Dartmouth 

(Across from Bishop Stang) 
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Why Spray It! 



Choose Your 
Weapon. 



When You Can Trap It! 




Take the bite out of summer with the 
• Freedom Mosquito Magnet • 
No harmful pesticide sprays or annoying itching 
• Choose Freedom the Easy Way • 
SEA-GAS 

4 Fairhaven Road, Mattapoisett • (508) 758-4338 
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New England FenceWrightsl 



167 Huttleston Avenue - Rte 6 - Fairhaven 

CLASSIC QUALITY FENCES 





PRING 
5 0 8. 



Installations ! 
9 9 1.8 5 0 0 

Showroom Hours: Mon.-Fri. 8:30-5pm 
Saturday 9am- lpm 



Free In-Home Consultation & Estimates. 




Animal Advice 



Jay Gould, DVM 



HEARTWORMS REVISITED 

I don 't believe in giving my dog heartworm medicine. 
What's the big deal? 

Heartworms are common in the area between 
Wareham and Fairhaven. This means that dogs that 
are not on preventative medicine have a high risk of 
being infected by a mosquito that is carrying heart- 
worms. Dogs do not need to come in contact with 
other dogs to get heartworms. 

I don't want to get my dog tested for heartworms. 
If your dog has heartworms, he may die from them. 
He will also be a source of heartworms for other dogs 
in the area that are not on a preventative. So not only 
is your dog at risk, but you are putting other people's 
dogs, cats and ferrets at risk as well. 



Dr. Gould can be reached at the 
Mattapoisett Animal Hospital (508) 758-6400 



MAIN STREET PETS 

►Specializing in Reptiles, Fish, Birds & Small Animals 
•Pet Supplies and Food 
•Friendly, Professional Service 
176 S. Main St., Acushnet (next to Cumberlands) 
Hours: Tues.-Sat. 10-7, Sun. 12-6 - (508) 985-1982 



walks planned: 

• Biodiversity Days Walk at the Pond Fish 
Rearing Station, Hartley Road between Snipatuit and 
Cushman, 9:00 am to 12:00 noon on Saturday, June 1. 
Please call Leader Norene Hartley for information at 508- 
763-4223. 

• Biodiversity Days Walk at the Rounseville 
Property, behind the Little League Field, Mary's Pond 
Road, from 9:00 am to 12:00 noon on Sunday, June 2. 
Please call Leader Laurene Gerrior at 508-763-4223 for 
more information. 

All information on what is found by either 
individual citizens or organized walks may be brought to 
the Town Hall for inclusion in the tally. Or Rochester 
residents may contact Laurene Gerrior, Biodiversity 
Coordinator, at 508-763-4223 or at arethusa@attbi.com 
with results or questions. 

Unitarian Memorial Church 

"Visioning the Future While Honoring the Past" 
will be the sermon topic for Sunday, June 2 at the Unitar- 
ian Church located on the corner of Green and Center 
Streets in Fairhaven. The service will begin by hearing 
from some of the church's graduating high school seniors. 
The service will also honor the contributions of Henry 
Huttleston Rogers to the church and explore the congre- 
gations 7 visions for the future as a vibrant religious 
community. 

During June and August, church services will be 
held from 10:00 am to 11:00 am. No services will be held 
during the month of July. Nursery care is available for 
babies and toddlers, and children's activity packs are 
available during church service. The religious education 
school year for youth will resume in September. 

Unitarian Universalism is theologically diverse 
and non-creedal; all are welcome. For more information, 
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18th Anniversary 

PINEVIEW ICE CREAM 

258 New Bedford Road 
Rochester • (508) 763-5148 
OPEN 7 DAYS 
Mon.-Thurs. 12-8pm 
Fri., Sat., Sun. 12-9pm 

Grill Food 
30 Flavors Ice Cream 
25 Flavors Soft Serve Yogurt 




please call the Reverend Ann Fox at 508-992-7081. In 
cooperation with other area churches, the Shepherd's 
Pantry Food Bank is located at the Unitarian Church. 
Donations can be dropped off from 9:00 am to 1:00 pm, 
Monday through Friday or 10:00 am to 12:00 noon on 
Sunday. 

Miss Massachusetts Pageant 

The 63rd Annual Miss Massachusetts Scholarship 
Pageant is set for Friday June 7 and Saturday June 8, 2002 
at the Bristol Community College Arts Center in Fall 
River. At the two-night pageant, 20 beautiful, intelligent 
and talented young women will compete for scholarship 



UNIQUE PHOTOGRAPHS 




Perkins Ltd. 

P.0.5ox325 



by Bodil 

Mattapoisett MA 02739 



508-758-7810 



Tke. MfrttHftoise-ttLfrn^ Trust 
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money, and the opportunity to represent Massachusetts at 
the nationally televised Miss America Pageant in Septem- 
ber. 

This year's pageant will feature Abbie Lynne 
Rabine, Miss Massachusetts 2001 and First Runner-up to 
Miss America. The theme is "A Latin Festival of Music/ 7 

Tickets are available in a two-night package or for 
the preliminary show or final competition. Admission is 
$15 for the Preliminary Show on Friday night June 7, $25 
for the final competition on Saturday June 8, or $35 for 
both shows. For ticket information, please call 508-673- 
4880. 

The Miss Massachusetts Scholarship Pageant is a 
preliminary to the Miss America Program, the world's 
largest scholarship program for young women. More than 
$40 million in scholarships was awarded last year at the 
local, state and national levels. The Miss Massachusetts 
Program places strong emphasis on scholarship and 
educational achievement, and provides personal and 
professional opportunities for young women and pro- 
motes their voice in culture, politics and the community. 
For more information, go to www.missmass.org. 

Mattapoisett Public Library 

Benefit Auction 

Several items will be auctioned off this fall to 
support the Mattapoisett Free Public Library's Building 



2002 Graduates 
CELEBRATE IN STYLE! 




"Providing High Quality Rentals and 
Personalized Service for Over 22 Years" 



1-800-649-2055 

Reserve Your Equipment TODAY! 

Tents ~ Tables ~ Chairs ~ Linen - 
China ~ Glassware — Flatware ~ 
Catering Equipment ~ Event 
Planning ~ and much more! 



Renovation and Expansion Project. Included will be items 
from a collection of WWI posters and memorabilia that 
was stored in the library's attic at its Barstow Street 
location. The auction will be sponsored by the 
Mattapoisett Quaker Meeting as part of its Annual 
Auction, to be held at the Friends Meeting Hall, 103 
Marion Road (Route 6) in Mattapoisett, with a date TBA. 

Anyone wishing to donate antique paper docu- 
ments or related ephemera (such as old photographs, 
autographs, prints, etc.) should contact Library Director 
Judy Wallace at 508-758-4171 or Brad Hathaway at 508- 
758-3579 or e-mail mfpl@sailsinc.org. 
THIS Party 

On Tuesday, June 18, the Mattapoisett Public 
Library is hosting an all-day (10:00 to 6:00) event called 
the THIS Party (Thank Heaven It's Summer), to celebrate 
the first unofficial day of summer vacation. Drop by for 
refreshments and learn about remote access to the 
library's iBistro catalog and various databases. Free 
replacement cards will be issued to anyone who has lost 
or damaged their current library card. New cards will be 
issued to anyone who is not presently registered. 
Summer Reading 

On Tuesday, June 25, the 2002 Summer Reading 
Season begins. Children and their guardians are encour- 
aged to sign up for this statewide "Star Spangled Sum- 
mer" program, which includes Storytimes, Drop-In 
Crafts, Special Performances, and more. A favorite 
component is "Reading Buddies," designed to help First 
and Second Grade students maintain their newly-learned 
reading skills; young readers are partnered with older 
students (in Grades 3-8) for half -hour reading sessions 
throughout the summer. For more information, please call 
Ms. Besse at the library at 508-758-4171. 

Rochester "Grow Smart" 

Are you concerned about farm fields turning into 
house lots? The safety of drinking water? Lack of afford- 
able housing? Disappearing wildlife? The pollution of 
rivers, ponds and beaches? Then "Smart Growth" can 
help protect vital natural resources, help provide a wide 
range of housing choices, and help direct growth. Come 



EXTREME MARINE DIVING SERVICES 

Servicing New Bedford & Cape Cod 






Michel Margulis 
Certified Diver Since 1979 
Cell Phone (508) 454-8225 
P.O. Box 51, Marion, MA 02739 



•24 Hour Service 
•Props Cleared 
•Moorings 
•Lost Articles 
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learn what we can do to protect and preserve our natural 
resources and communities and provide for future 
generations. On May 30 at 7:00 pm in the Rochester Town 
Hall Conference Room, Alison Walsh of the Environmen- 
tal Protection Agency (EPA) New England will present 
"Help Your Community to Grow Smart/ 7 sponsored by 
the Rochester Open Space and Recreation Committee. 

Marion Steak Dinner 

A Charcoal Grilled Steak Dinner will be held at 
the Marion Social Club, 44 Pumping Station Road, on 
Saturday, June 1 at 7:30 pm. Doors open at 6:00 pm and 
the menu will include black angus choice sirloin (13-14 
oz.) with potato, vegetable, rolls, dessert, and coffee 
(sorry, no take outs). Tickets are $12 and can be purchased 
by calling Warren at 508-748-2933. The Marion Social Club 
is dedicated to helping the youth, disabled and elderly in 
the tri-town area. 

Rochester Green Ways 

Rochester Green Ways, adult volunteers, and 
Rochester Boy Scout Troop 31 and Cub Pack 30, led by 
Joseph Valente and Brian Cook, recently planted over 100 
trees on Sunday, May 5. The new Rochester tree nursery is 
adjacent to the nearly-completed Senior Center on Dexter 
Lane. The Rochester Green Ways Committee got 600 free 
trees from the National Tree Trust in late April. Nearly 500 
trees — oaks, sycamores, and birches — were sent home 
with Memorial School students on April 29. The remain- 
der, along with 100 tulip trees, were planted in the new 
nursery on May 5. National Tree Trust is a non-profit 
organization committed to helping people work together 
to improve their local communities through tree planting 
and education. Their website is 
www.nationaltreetrust.org. 

Many thanks to the boys who worked digging 
holes, carefully planting trees, and hauling bucket after 
bucket of water. The Scouts who participated were: 
Matthew Cunha, Sam Philbrook, Ben Cook, Joe Cook, 
David Cook, Dustin Hiraoaol, Cliff Sherman, Nathan 
Valente, Aaron Valente, Owen Marston, and Robbie 
Randall. They will each get a merit badge for the work 
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"Honoring companion animals 
and the people who love them" 

758-3677 



S &C0ASTAL KTTTCS 4 TT" ' ^T'^ 
BethanySaltyDogs@aol.com 



DOGS AT WORK ??? 




SURE. IF IT'S NATIONAI 

TAKE YOUR DOG TO WORK DAY, 
JUNE 22"* Hi 

Enjoy a fun and informational class 
with our therapy dog outreach 
training instructor, Pam Hunt, 

and prepare to bring your 
best friend with you to work! 
This class will include: 

• AKC Canine Good Citizen testing and certification 

• Preparing your boss and getting approval 

• Psycho-social interaction with dogs in the workplace 

• Dealing with allergic or fearful co-workers 

• Preparing your pal's place and planning his activities 

SUNDAY, JUNE 2 nd 
12:30 - 3:30 P.M. 
BETHANY'S SALTY DOGS 
AND COASTAL KITTYS 
$50 

SPACE IS LIMITED!!! REGISTER NOW BY 
CALLING 758-3677!!! 

Pam is also getting ready for another Therapy Dog 

Outreach training session— call us if YOU are a 
special person with a heart for this rewarding work! 
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PORKY'S 

QUALITY MEATS 





Join Porky' s Sub Club 
Buy 10 full subs or roll-ups and get 1 FREE 
and a chance at a FREE Memorial Day 
Meat Package 

Summer Grill Pack 

12-1/4 lb. Black Angus Hamburger Patties 
2 lb. Boars Head N/C Deli Hot Dogs 
2 lb. Porky' s Marinated Steak Tips 
2 lb. Marinated Bnlss Chicken Breast 
2 lb. Rack Board Head Baby Back Ribs 
Please order in advance $^ C 

Serves 20 (approx $3.25 per person) 0^3 • 

(508) 758-3587 • Tues.-Fri. 10-5, Sat 10-6 
50 Marion Road, Mattapoisett |^g|(gg)[*IS*|AMEx] 




CANAL CARPETS 



Spring is 

Here! 
Window 
Blinds on 

SALE 
50-60% Off 

"(JCve GOT IT COVERED" 

Great Selection of AREA RUGS 
all at Sale Discount Prices 
• CARPET • CERAMIC TILE 

•VINYL FLOORING 'WINDOW SHADES 
•WOOD FLOORING • LAMINATE FLOORING 
Many Vinyl Specials! 



145 Fairhaven Road, Rte.6, Mattapoisett 

|^astlcard]| 758"61 70 



Mon.-Fri. 9-5, Sat. 9-1, Evenings by Appointment 
www.canal.flooringcenter.com 



Area's Premier Teddy Bear Shop & Bear Artists' Gallery 
Cft OYD'S to STEIFF 

MeaxAamMtaite 




42 Main Street/Rt. 6* Mattapoisett, MA* 508-758-6603 



they did under the direction of Conrad Bernier, a Green 
Ways Committee member. Thanks also to Highway 
Surveyor Jeff Eldridge for getting the site cleared and to 
Mr. John MacGregor for rototilling it in time for planting. 

Rochester Vegas Night 

The Rochester Skate Board Park Committee is 
having a Las Vegas Night on Friday, May 31 from 7:00 to 
11:30 pm at the Redman's Hall in Wareham. Tickets are $3 
and can be purchased at Hair and Body Solution and Bev 
Loves Books in the Plumb Corner Mall in Rochester, and 
Picture Perfect on Main Street in Wareham. Tickets will 
also be available at the door. Door prizes and raffles will 
be available ... come join in for a night of fun! 

Barlow Burial Walk 

On Sunday afternoon, June 9 (rain date: June 16), 
Bette Roberts, Curator of the Mattapoisett Museum and 
Carriage House, will present a program in the Barlow 
Burying Ground, one of Mattapoisett 7 s oldest cemeteries. 
This old cemetery contains many interesting stones and 
much history of some of the town's earliest residents. The 
Barlow Burying Ground is located off Park Street, to the 
rear of the Holy Ghost Picnic Grounds, or it can be 
reached by way of the cul-de-sac at the end of Barlow 
Lane off Homestead Court. The public is invited to attend, 
please bring a lawn chair or blanket. 



Qreative S^ na ^ e ^m 

Celebrating our 21st year 

• Interior/ Exterior • Banners 

• Custom Graphics • Magnetics 

• Computer Vinyl • Job Site 

• Boat Transoms • Trucks 

Reasonable Rates * Dependable Service 
508-758-2853 
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CUSTOM CEDAR FENCE 



C^ BRATTLET ^> 
TRELLIS & LATTICE WORKS 



ARBORS 
SHEDS 
FURNITURE 
KENNELS 



MARION FENCE 

291 WAREHAM ROAD 
MARION, MASS 02738 

COURT PIEHLER, OWNER PHONE & FAX (508) 748-2482 
FREE ESTIMATES 



C 



Fairhaven Boating Basics 

Massachusetts Boating Basics courses are offered 
to the public at nor charge. The primary purpose of 
Boating Basics is to foster safe boat operation through 
increased awareness of required safety equipment, safe 
boating practices, and legal responsbilities. 

There will be two sessions of Boating Basics 
offered in Fairhaven: first, at the Fairhaven Police Depart- 
ment, Washington Street, on June 11, 13, 18 and 20 from 
6:00 to 8:30 pm; and then at the Fairhaven Recreation 
Center, 227 Huttleston Avenue (Route 6) on June 24, 25, 
26, 27 and 28 from 1:00 to 3:00 pm. Both sessions are co- 
sponsored by the Fairhaven Harbormaster's Department, 



TOWING AVAILABLE 



O'Gara's 
Auto Service, Inc 

foreign and Domestic 
Repairs 



Michelin Tire Specials 



Volvo Oil Change Special 



$19. 



95 + tax 




Includes: up to 5 qt. oil, and filter disposal, 
cartridge filter extra. 



Hours: Mon.-Fri. 8-5, Sat 7-12 



(508) 748-1951 



V828 Point Road, Marion J 



Santoros Pizza & Subs Restaurant 




Marinated Chicken 

Pizzas 

Subs 

Salads 

Spaghetti 

Dinners 

Platters 

Marinated Steak Tips 



SPECIALS 



Monday & Tuesday 

Small Cheese Pizza 
$3.75 



Sunday 
Large Cheese Pizza 

$g.75 



OPEN 7 DAYS A WEEK! 
11:00am to 10:00pm 
Call Ahead, Your Order Will Be Ready On Arrival' 

(508) 748-9599 
434 Wareham Street, Rte. 6, Marion 
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Surroundings 
Design Center 

We offer the area's widest selection of designer 
fabrics for upholstery and drapery by the 
world's leading fabric designers. 




Rte. 6 Mattapoisett 

Open 9:30-5:00 Mon.-Sat. (508) 758-9933 
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the Fairhaven Police Department, and the Massachusetts 
Environmental Police. Pre-registration is required by 
calling the Fairhaven Harbormaster for the June 11-20 
session (508-984-4529) or the Fairhaven Recreation Center 
for the June 24-28 session (508-993-9269). 

Youth ages 12 through 15 years who successfully 
complete the course will be issued a Safety Certificate 
allowing them to operate a motorboat without adult 
supervision, as required by state law. This course will also 
satisfy the state requirements for personal watercraft 
users who are 16 or 17 years of age. All graduates will be 
issued a course completion diploma and a Safety Certifi- 
cate. Taking the class as a family is encouraged and has 
proven to be highly rewarding. 

Marion Recreation Yoga 

Marion Recreation will sponsor Yoga Classes on 
Tuesday from 8:45 to 10:00 am and on Wednesday from 
6:30 to 7:45 pm at the Marion Music Hall, corner of Front 
Street and Cottage Street in Marion. There will be eight 
classes, May 7 to June 27. Fee is $54 for residents, $63 for 
non-residents, and registration will take place at the class. 
The drop-in fee is $10, prorated fee of $8 per class. 

Magic at Country Fair 

"Yo Joe, What a Guy" will be performing a magic 
variety show for the young and young at heart on Sunday, 
August 25 from 1:30 to 2:30 pm during the Rochester 
Country Fair. There is no admission fee. "Yo Joe, What a 
Guy" is supported by a grant from the Rochester Cultural 
Council, a local agency supported by the Massachusetts 
Cultural Council, a state agency. For more information, be 
sure to visit www.rochesterma.com. 

Acushnet Historical Society 

The Opening Day for the Acushnet Historical 
Society is June 2, 2002. The museum will be holding a 
yard sale that day from 10:00 am until 3:00 pm. The 
museum members will be selling reprints of the original 
Apple Peach Festival 15th Anniversary Cookbook, cup 
plates depicting the Head of the River or the Long Plain 



SCREENED LOAM 

Small Deliveries 
Our Specialty 

Call (508)758-4456 

F. J. Linhares 



Hov^e Health cart 
Homemaking 




Personal Care V Companionship 
24 Hour Live-in Care 

Care from the Heart for Your Peace of Mind 

Phone: (508)748-3066 



School, History ofAcushnet books, and homemade baked 
goods. The Long Plain Museum will be open to visitors 
that day and will be open every Sunday afternoon from 
1:00 until 4:00 pm during the month of June, July and 
August. 

The Acushnet Historical Society meets on the 
third Thursday of the month, March through November. 
Unless announced, the meeting takes place in the base- 
ment of the Long Plain Museum, 1203 Main Street in 
Acushnet at 7:00 pm. The well-lit entrance is in the back of 
the museum where there is plenty of parking. The date, 
time and place of the December Christmas party is 
announced at the November meeting. All members and 
non-members are invited to meetings. 




Unique Gifts 
You Will Only 
Find Here 

il Birdbaths • Birdseed • Birdfeeders • Window Feeders 
Bird Houses * Bat Houses • Butterfly Houses 
Ladybug Houses • Fountains • Windchimes 
f Poles • Baffles, etc • Sundials • Statuary • Garden Stakes 
Garden Stones * Garden Decor • Gardener's Gloves, Soap 
Natural Bug Spray • Hummingbird & Oriole Feeders 
* Cardigans & Shirts • Binoculars • Books 
Mailboxes • Mailbox Covers • Gifts for the Dog Owner 

WMGS W THINGS 

GIFTS N' MORE 



Route 6 • Mattapoisett • 508-758-9669 



Oxford Creamery 

98 County Road, Mattapoisett 
(508) 758-3847 

Hours: Tues., Wed., & Thurs. 11-3:30 (Grill) Ice Cream 'til 4 
Fri. & Sat. 11 -8pm, Sun. 11 -7pm, Closed Mondays 
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NOW HIRING 
Fry and/or Grill Cooks 
And Counter Help 
Flexible Hours - Good Pay 
Come by and fill out an application 
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POWER WASHING 

Cleans all types of siding and shingles 
also specializing in siding and shingle replacement 
New Roofs and Repairs. Free estimates • Insured 
Michael Clancy 758-4392 



Unitarian Memorial Church 

During June and August, church services will be 
held from 10:00 am to 11:00 am. No services will be held 
during the month of July. 

Unitarian Universalism is theologically diverse 
and non-creedal; all are welcome. For more information, 
please call the Reverend Ann Fox at 508-992-7081. 

In cooperation with other area churches, the 
Shepherd's Pantry food bank is located at the Unitarian 
Church. Donations can be dropped off from 9:00 am to 
1:00 pm, Monday through Friday, or 10:00 am to 12:00 
noon on Sunday. 

Friends Need Yarn 

The Mattapoisett Friends of the Elderly has 
people willing to knit articles for seniors in nursing homes 
but they need four-ply worsted yarn. If you have some 
that you don't plan on using and are willing to donate to 
the Friends, please call Ginny at 508-991-4307. 

Bristol County Corvette Club 

The Bristol County Corvette Club is announcing 
open enrollment to the public for the first time. Member- 
ship is open to anyone who owns a Corvette. Monthly 
meetings are held the first Thursday of every month to 
discuss club events. For more information, please visit the 
website at www.bristolcountycorvetteclub.com, or call 
Frank Tobia at 508-676-0358. 

Annual Mattapoisett Clambake 

The Florence Eastman American Legion Post 280 
and the Mattapoisett Police Brotherhood will hold their 
Annual Clambake on Sunday, July 14, 2002 at 1:30 pm at 



9{ancy Mooremv*, ucsw 

Psychotherapist 



P.O. Box 233 64 Industrial Park Road 

Marion, MA Plymouth, MA 02360 

Tel. 508-748-2331 Tel. 508-830-1 630 

Fax 508-748-3758 Fax 508-830-0768 
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the Holy Ghost Grounds on Park Street in Mattapoisett. 

Tickets can be purchased by calling John DeCosta 
at 508-758-2310, Mike Lamoureux at 508-758-9311, Steve 
Hanna at 508-758-2328, or Evelyn Pursley at 508-758-3329, 
or from any member of the Police Brotherhood. 

Photography Showing in Wareham 

A showing of photography "Sights and Serenity 
of White Island Pond and other areas of Wareham" by 
Darrel Maccarone is on display at the Wareham Public 
Library, 59 Marion Road (Route 6). Included is an impres- 
sive and interesting selection of unique photographs. Mr. 
Maccarone, formerly of Mattapoisett, resides in Wareham 
with his wife Beverly and their two canine companions, 
Molly and Naja. 

Disabled and unable to work as a carpenter and 
builder, he discovered his talent for photography after 
moving to White Island Pond three years ago. Mr. 
Maccarone said he seizes the moment to capture the 
mood of his subject as he sees it. His photography reflects 
the colors, hues, natural and serene beauty caught 
through the lens of the camera. All of his works are 
originals. There are no duplicates. Anyone interested in 
owning any of the photographs on display at the library 
or seeing other works done by him may contact Mr. 
Maccarone at 508-295-2680. 

Free Runners Clinic 

The Southcoast SPORT Rehab Center of North 
Dartmouth in conjunction with the Fairhaven Father's 
Day 10K Road Race is holding a free runners clinic on 
Saturday, June 15, from 10:00 am to 2:00 pm. Registration 
is required. 

The clinic will include free flexibility screenings, 
body fat analysis and an introduction to biomechanical 
evaluations — a personal videotaped analysis of foot, 
ankle, knee and hip movement from both front and 
behind. The clinic will take place at the Southcoast SPORT 
Rehab Center, Dartmouth Place, Mashpee Building, 49 
State Road, Route 6. 

Videotape analysis participants must schedule an 
appointment, remember to wear shorts and sneakers and 
bring their own VHS tape if they wish to keep their 
analysis. Register online at www.southcoast.org/ sports/ 
runclinic.html or by calling 508-910-3434. 

The SPORT & Work Rehab teams at Southcoast 
Rehabilitation Services are part of the Southcoast Health 
System. The Southcoast Health System, a not-for-profit 
charitable organization, is a community based health 
delivery system with multiple access points, offering an 
integrated continuum of health services throughout 
Southeastern Massachusetts and East Bay, Rhode Island. 
It includes Southcoast Hospitals Group, formed in 1996 
from the merger of Charlton Memorial Hospital in Fall 
River, St. Luke's Hospital in New Bedford and Tobey 
Hospital in Wareham. 



Mattapoisett Historical Museum 

Docents Needed 

Are you interested in learning more about 
Mattapoisett 7 s history and what makes the town special? 
During the summer, when the museum is open, there is a 
need for volunteers to serve as hosts and guides to the 
museum to welcome visitors and share history You need 
not be a member of the Historical Society to be a docent. 
Training is offered to acquaint you with the museum and 
its contents. If you are interested, please call the museum 
at 508-758-2844. 
Art Show and Sale 

Reminder: July 20 and 21 are the dates for the 
Third Annual Art Show and Sale on the grounds of the 
Mattapoisett Museum and Carriage House. The works of 
local artists will be on view from 9:00 am to 4:00 pm each 
day. A percentage of the sales will go to the Historical 
Society for their ongoing work of preserving 
Mattapoisett 7 s history. Artists interested in obtaining 
registration information may obtain flyers at local art 
supply stores and galleries, or by calling the museum at 
508-758-2844. 

Marion Yard/Bake Sale 

The Marion United Methodist Church, 13 County 
Road in Marion, will have a Family Yard Sale and Bake 
Sale on Saturday, June 1, 2002 from 9:00 am to 3:00 pm. To 




Neves & Cashman 

REALTY 
www.neves-cashmanrealty.com 
1028 Kempton St., New Bedford 
(508) 990-7775 
184 Main Street, Wareham 

(508) 291-1717 rfiB 




Marie 
Cashman 




MARION - Cape w/ 5BRs 
and 2 baths. Wonderful 
details, comfortable rooms, 
loaded w/ character and 
charm. Recent renovations 
make this a great family 
home. $349,900. (W406) 



Pond Front in WAREHAM. 

Motivated seller has reduced this 
home from $189,500. to 
$154,500. With the installation 
of new septic this cute 2BR year 
round Ranch w/ full basement 
and recent upgrades can become 
your dream home! Your patio 
overlooks the water - enjoy 
swimming & boating right in 
front of your home! (W407) 




Bradford R. Silva & Son 

Landscape & Excavating Co. 

Marion, MA • (508) 748-2583 



New Homes - Lots Cleared - Stumping 
Walls - Walks - Patios 

Driveways 
Septic System Tie-Ins 
Seed & Sod Lawns - Retaining Walls 
Site Work - Drainage 
Mulch, Loam, Stone 
Over 15 Years Experience 

Gage Silva, V.P. 
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$AV£$50 WITH THIS AO! 

ON THE NEW CINEMA 1 SPEAKERS FROM SOURCE TECH. AT $249 PR. 
MADE IN CONNECTICUT WITH 7-YEAR WARRANTY 

SOUND2 AUDIO OUTLET 



Check Out Our Value Systems! We Sell The Best Audio Home Theater Systems! 
S0UND2 Audio Outlet! Just west of WALMART 576 State Road (Rt 6) Dartmouth 508 996 5454 

Knowledgeable Service Since 1975 (Big Al & Steve) 






THE NAME SHOP' 




WHAT'S IN A NAME? 

Relive the history of your name's 
origins. We have 800,000 names and 
beautiful graphic Coat of Arms and 
Crests. 

For the specialist collector we have 
Cigarette and Trading Cards. 

For more information please contact 
JoAnne Lowden at 508-291-1506 or 

lE-mail me at: bjiow@attbi.com 



make donations or to reserve a space, please call Else at 
508-748-2933. 

ORR Gridiron Club 

The ORR Gridiron Club will be running its 
second annual fund-raising Golf Tournament on Sunday, 
June 30 at the Bay Point Country Club in Onset. All 
proceeds will go to ORR Football. Gridiron raises a 
substantial amount of money every year to supplement 
the football program with some much-needed services, 
equipment, coaches salaries, and the like. 

The entry fee is $100 per golfer which includes 
golf, cart and the post tournament steak barbecue dinner 
and awards event. They are looking for prize donations; 
prizes can be anything, large or small, a product or 
service. Gift certificates are a very popular prize as they 
are easy to handle and distribute. Tee sponsorships are 
also available for $100 each. A sign with a company name, 
message or text of your choice will be displayed on one of 
the holes. 

Golf Tournament entry forms are available at 
local businesses. To register for the tournament or to 
donate, please contact Gary or Doreen Laboa at 508-763- 
5210; or mail to: ORR Gridiron Club, P.O. Box 1180, 
Mattapoisett, MA 02739. They will be happy to arrange 
pick-up of any donated items. 




ARNE TRUCKING 

Screened Loam • Bark Mulch • Gravel • Fill • Stone • Septic Sand 
Attention Homeowners : Bark Mulch Delivered to 
Your Door Dirt Cheap - Call for Details 

Jim A. Arne 

Hourly Rates Available Home (508) 748-2060 

On Time Delivery Cell 774-218-0621 
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The 


Roofing Specialist 




Siding 




Windows 




Decks 


Call 


Steve (508)748-1972 




Licensed - Insured 



Hours: 9-6 ( 50 8) 763-4480 

. oV er U» 

Farm Stand ^ 
265 Marys Pond Road ^ 
Rochester, MA 

Fresh Fruits and Vegetables 

ICE CREAM 

Homemade Pies - Cookies - Jellies 
Candles - Soaps - Crafts 
Flower and Vegetable Plants 



Cans for Bands 

Cans for Bands continues to collect cans every 
Saturday from 9:00 to 10:00 am throughout the summer at 
Old Hammondtown School. Those interested in making 
donations to the effort can send them c / o Cans for Bands 
to P.O. Box 832, Mattapoisett, MA 02739. 

John Deere Tractor Raffle 

Tickets are now on sale for the annual John Deere 
Raffle at the Rochester Women's Club. The Women's Club 
is a non-profit organization that gives its time, money and 
space to local organizations. They have done many 
repairs on the inside of the hall and hope to continue the 



improvements. Tickets are available at Bev's Books, the 
Plumb Memorial Library, Sunnynook Farm, Lloyd's 
Market, RF Morse, and from any club member. For tickets, 
please call Kathy at 508-763-3337 or Marsha at 508-763- 
4965. This project is funded, in part, by RF Morse. 

Mattapoisett Family Fun Fair 

The Mattapoisett Parents-Teachers Association 
(PTA) will hold their annual Family Fun Fair on Saturday, 
June 1 from 11:00 am to 3:00 pm at the Mattapoisett 
Center School. This event will be held, rain or shine, and 
will feature games, crafts, dunk tank, bake sale, face 
painting, plants, and new this year: a climbing wall for all 



Call Coldwell Banker 




Unobstructed waterview home. Owned it's own beach on 
its own 2.10 acre parcel across street. Located in heart of 
Mattapoisett Village, this house has much charm to be 
unveiled. Updating is needed. Attached 2 floor barn w/ 
access from 1st & 2nd floors. $850,000. 



Fairhaven: Waterfront. Elegant home with magnificent views 
of Buzzard's Bay. Private beach. All major rooms overlook- 
ing the water. Gourmet kitchen, cherry paneled den, billiard 
room, first floor Mastersuite, glassed sunroom, deck, three 
car garage and loaded with amenities. A truly beautiful 
property. $1,150,000. 



Making Real Estate Real Easy 
150 Front Street., Marion 
(508) 748-3044 • 800-278-3044 
www.coldwellbanker.com 



BANKER B 



HAYES ASSOCIATES 
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'De^o^e /4ufomoU&e Senvice 



GENERAL REPAIRS 

Before you 



take the road 
less traveled 





Make sure 
you have 
good treads 



24 HOUR TOWING SERVICE 
Days: 758-2153 If No Answer: 758-2425 



3 County Road, Route 6, Mattapoisett 

(Across from the Jack Conway Building) 
Citgo Petroleum Products 

OPEN: Monday-Friday 8 to 5:30. Saturday: 8 to 12:30 




roung'S vwTomm 



theke is noTnmg mom sememe thau 
beautipul white swahs 

RYl<b 

that's where rou mnjom us 

THE WA&EHAm SWAn PESTIVAL 

]UY16 2, 2002 10:- 

v ark at the warehaw Town hall 

AYl<D 

TAKE, AVI 0£© PASHlOn TROLLY m<DE 
TO MAM STREET FESTIVAL 

'PLAVOK OP THE WEEK STKAWBEKKr KHUBfi'R'B' 
'SARtDEYl PLOWEKS IYl PULL IBLOOm ZK/S' 

OVEYl TEAK 'ROUYl^D THE - SUYl to ■ 5 
547 YlO*RTH AVE, KOeHESTEK TEL 508-763-5920 
MAIL Oje©£K & On-LIYIE BUTIYIS 
WWW. AVWTOK1A YIJELLT. GOW 




KEEP YOUR PROPERTY SAFE AND GOOD LOOKING! 

Tree scaping by selective cutting, trimming, & thinning 
j^^^ We increase air flow, reduce storm damage & dampness. j^^^ 

^BEAVER TREE WORK^ 
TREE EXPERTS 

♦Tree & Stump Removal ♦ Clearing ♦ Brush, Briar 
& Vine mowing/ Removal ♦ Trimming ♦ Planting 
4 Seasoned Firewood 
20 Yrs. Experience - Fully Insured - Free Estimates 
"LEAVE IT TO BEAVER" 
SATISFACTION GUARANTEED 
Licensed Arborist (508) 763-5008 



ages (weather permitting)! Also being presented at the 
Family Fun Fair this year will be: Boy Scout Nick 
Gordon's Eagle Scout Project of Health Screening (Vision, 
Blood Pressure, Dental Impressions) and Child Identifica- 
tion packets as well as The "Friends of Broadway/ 7 a 
musical company of local young talented performers. 
Come join them for a day of fun and games. If you are 
interested in helping out with the Fun Fair, please call 
508-758-2568. 

Memorial Teacher Fund 

Nancy F. Blanchette, an elementary classroom 
teacher in Mattapoisett for more than 35 years, passed 
away last spring. In recognition of her dedication to 
children, and due to her appreciation and support of 
music, a memorial fund has been established in her name. 

Donations, made payable to the Friends of Old 
Hammondtown Music, P.O. Box 477, Mattapoisett, MA 
02739 will be used to defray the cost of otherwise prohibi- 
tively expensive instruments for the school band. Mr. Stan 
Ellis, instrumental music teacher and band director, will 
administer the fund. He will notify the Blanchette family 
of all donations, small or large. 

In June, a plaque will be placed in the lobby of 
Old Hammondtown School to honor Ms. Blanchette 7 s 
contributions to education, and to reflect sincere apprecia- 
tion to all who donate throughout the 2001-2002 school 
year. Gratitude for your generosity is extended in advance 



& Aluminum Service 

2 Aucoot Road, 
Mattapoisett, MA 



758-2174 

Office & Evenings 
758-2589 Evenings 



30 Years of Service 

Vinyl Replacement Windows 
Patio Doors 

Aluminum Windows & Doors 
Screens Made & Repaired 
Mirrors 

Tub Enclosures & Shower Doors 



Roy R. Andrews 
Carl A. Andrews 



Glass for: 

• Heavy Equipment • Safety 

• Autos & Trucks • Boats 

• Plate & Window • Plexi & Lexan 



Direct Insurance Billing 
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BREWER BANNER DESIGNS 

77 Forest St., New Bedford, MA* 508 996-6006 

ON SALE NOW: All sizes U.S. Flags, Bunting Fans, 
Veterans Flags, Display Cases 

Custom Design is our specialty! 



by the faculty and staff of Old Hammondtown School. 

ORR Class of 1964 Reunion 

Mark your calendars for the second annual ORR 
Class of 1964 mini-reunion to be held at Ned's Point 
Lighthouse Park in Mattapoisett on July 6, 2002. Plan to 
arrive between 12:00 noon and 1:00 pm, rain or shine and 
bring your own picnic supplies and chairs. Last year's 
gathering was a great success. Thanks to Classmates.com 
on the internet and word of mouth many "missing" 
classmates have been found (many from out of state) who 
have said they will be coming. Don't miss this opportu- 
nity to renew old friendships and be sure to bring your 



TiCeCraft 

Do It Right 
the First Time! 



Quality Service 
and Installations 
with Everyday 
Low Pricing. 

Hours: Mon.-Fri. 8-6, Saturday 8-2 
Vinyl • Carpet • Ceramic Tile 

67 Alden Rd. t Fairhaven, MA 
At The Fairhaven Center for Business 

(508) 999-0988 



Summer Street Builders 

Fine Custom Homes 
Additions • Remodeling 

H.ICJ 123449 C.SJ 069122 

(508) 758-9386 
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SPORTSWEAR • DRESSES • JEWELRY • GIFTS 



spouses or significant others. 



Simplicity 
Very 
Vineyard 




BAB€TT€ 

Lifestyles Plaza 
270 Huttleston Avenue, Fairhaven 



Buzzards Bay Regatta 

The 30th Annual Buzzards Bay Regatta will 
return to Sippican Harbor in Marion this year. Mark your 
calendars now for August 2, 3 and 4 to be in Marion for 
one of the biggest Regattas in Buzzards Bay hosted by the 
Beverly Yacht Club. This major sailing event is known 
throughout the northeast as one of the best and most fun 
Regattas. The sailing conditions of Buzzards Bay often 
make this exciting for racers as mother nature blows 
strong southwesterly winds right into Buzzards Bay more 
summer afternoons than not. 

Nine classes will compete in five circles in this 
year's Regatta: J/22, J/24, J/105, Laser and Laser Radial, 
Shields, 420s, Vanguard 15 and PHRF Race, Cruising and 
Multi-Hull classes are all invited. The J/ 105 fleet will be 
holding their "District 7 Radial Grand Prix/ 7 

Race organizers are expecting 350 boats. The BBR 
2002 Committee is planning a greater number of shorter 
courses with new state-of-the-art scoring software to 
ensure high quality racing and making this a best-in-class 
event. Register now as all classes will have limits. 

Official BBR 2002 details can be found in the 
"Notice of Race" on their website at 

www.buzzardsbayregatta.com. The BBR strongly encour- 
ages skippers to register online and check out this year's 
t-shirt design and related BBR information. The mailing 
address for the Buzzards Bay Regatta 2002 is RO. Box 
1096, Marion, MA 02738. Other sponsoring clubs of the 
2002 race include the New Bedford Yacht Club, the 
Mattapoisett Yacht Club, and the Low Tide Yacht Club. 

Acushnet Historical Society 

The Acushnet Historical Society meets on the 
third Thursday of the month, March through November. 
Unless announced, the meeting takes place in the base- 
ment of the Long Plain Museum, 1203 Main Street in 
Acushnet at 7:00 pm. The well-lit entrance is in the rear of 
the museum where plenty of parking is available. The 
date, time and place of the December Christmas Party is 
announced at the November meeting. 



Arthur IVIorsii^ Gallery 




FINE PAINTINGS ft PRINTS 
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We're not your parents 
Symphony Shop. 
Check us out today! 

www.symphonymusicshop.com 



MasterCard 
>. X J 




Since 1963 

996-3301 

94 State Rd. (Rte. 6), North Dartmouth 



Same great service 
& integrity 
families & musicians 
have grown to expect 
since 1963. 

Hours: Monday, Wednesday, 
Friday: 9-6, Tuesday, Thursday 10-8, 
Saturday 9-4 



There is a lot to discuss at the meeting, including 
the election of officers, annual scholarship, and a grant 
that Marian Menard wrote to benefit the museum and 
teachers, among other things. The group will be playing 
Bingo with lots of prizes. The Society hopes to see every- 
one there. Members and guests are invited to attend. For 
more information, please call Linda Guilbeault at 508-763- 
9579. 

Veteran Interment Applications 

Applications for interment registration for the 
new Massachusetts Memorial Cemeteries in Agawam and 
Winchendon are now available. For further information, 



please call the Veterans Office for Mattapoisett and 
Rochester, located in the Mattapoisett Town Hall, at 508- 
758-4114. Office hours are Tuesday, Wednesday and 
Thursday, 8:00 am to 1:00 pm. 

Rochester Fair Awards 

The Rochester Country Fair Committee is happy 
to announce that two awards will be made available for 
Rochester students who will be graduating from high 
school and attending college in the fall. They are looking 
to award $500 for educational expenses, to a graduating 
senior from both Old Rochester Regional High School and 
Old Colony Regional Vocational Technical High School. 



Mocha Madness Tanning Salon 

2 Year Anniversary 
Celebration 

3-Months 
Unlimited Tannin 

June 1 thru Sept. 1 

$99. 95 

39 Alden Road, Fairhaven 




Mon.-Fri. 9am-8pm 
Sat. 9-5 



508-984-7070 



mm 
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Sleepless in Alaska 




By Rob Gonsalves 
http://robsreviews.cjb.net 

Insomnia. Starring Al Pacino, Robin Williams, and Hilary 
Swank. Directed by Christopher Nolan. Running time: 118 
minutes. MPAA rating: R. At AMC Cinema 12 at the North 
Dartmouth Mall and Flagship Cinemas in New Bedford. 

Beauty is in short supply at the movies just now — I mean real 
beauty, not pretty pictures painted by computers. Insomnia, the 
new remake of Erik Skjoldbjaerg's brooding 1997 psychodrama, 
gives us opening images so stunning they're almost painful: a 
small plane angling over the rocky, godforsaken outskirts of 
Alaska. The terrain looks savage and unforgiving, as if nature 
itself had decided to keep its secrets by keeping outsiders away. 
But the plane continues on, carrying two detectives from Los 
Angeles — Will Dormer (Al Pacino) and Hap Eckhart (Martin 
Donovan). They've come to investigate a murder, but we know it 
won't be that simple, not in this bleak place where the sun never 
sets but never really seems to shine, either. 

The original Insomnia was an artsy mood piece, and highly 
enjoyable as such, anchored by the sturdy presence of Stellan 
Skarsgard as the sleepless detective hiding dark secrets and 
impulses. The new version, directed by Christopher Nolan from 
a more fleshed-out script by Hillary Seitz, wears its insecurities 
on its sleeve. Nolan's previous films, 1998's trim, stark cheapie 
Following and last year's famous Memento, took the unknowability 
of truth not only as their theme but as their style. Here, Nolan 
doesn't mess with nonlinear narrative, but near the end, when 
Will is asked a crucial question and says "I don't know anymore," 
we believe him. If Nolan's work is about anything, it's how 
nobody can be trusted, least of all oneself. 

Will stares down wearily at the corpse on the slab — a high- 
school girl beaten to death. With him is eager local rookie cop Ellie 
Burr (Hilary Swank), too awed by Will's legend (she did a paper 
on one of his cases) and by the very fact of murder in the dulltown 
of Nightmute to be very upset at the loss of life. Nobody in town 
seems terribly surprised that the girl was killed; maybe it was her 
reputation, or maybe the land itself gives the impression that it 
wants blood sacrifice. With sunlight piercing his motel room at all 
hours, Will can't get any sleep. "No rest for the wicked" was the 
tagline of the iirstlnsomnia, equally appropriate here. Will may be 
a great man, but he's too casually intimate with death and evil to 
be a good man. The job has begun to decay him from the inside 
out. 




Al Pacino has simultaneously never looked worse or better. 
His voice seems just about shot, until he gets it up into a roar 
(infrequent here, and the more effective for it) and reminds us 
who's in charge. Generally, this isn't one of his airhorn 
performances; he makes us lean forward and listen. He stays still, 
yet manages to suggest restlessness and constant mental fidgeting. 
With young actresses like Hilary Swank and Maura Tierney (as 
the motel clerk) he is fatherly and protective; he gets a weird vibe 

foing with Katharine Isabelle, of last year's superb Canadian 
orror film Ginger Snaps, as the dead girl's best friend (blink and 
you'll miss Isabelle' s costar in that film, Emily Perkins, delivering 
the eulogy). With men, like the untroubled Martin Donovan and 
the highly troubled Robin Williams, Pacino is subtly combative, 
as if Will were holding on to macho codes that life beat out of him 
decades ago. 

Williams, as the story's "wild card" (his character's phrase), 
doesn't stretch as much as you've been led to believe. Only those 
unfamiliar with his brief, terrific dramatic work in Dead Again and 
on TV's Homicide could be all that surprised by his unsympathetic 
turn here. What's new about his work in Insomnia is the sense of 
suppressed hysteria: He doesn't seem just about to go off on a 
manic riff — he seems about to do something violent. Nolan gets 
a lot of mileage out of the potential for violence, yet I only count 
five gunshots that draw blood, one of which is fired into a dog 
carcass. This director has an unerring sense of arresting imagery 
and disorienting narrative that often plays you for a sap; given the 
latter, I wouldn't trust him as far as I could throw him, but given 
both, I wouldn't miss his movies. 



HOYTS NICKELODEON 

742 Nathan Ellis Highway, N. Falmouth, MA. 

Movie Hotline: (508) 563-6510 

Friday (May 31)- Thursday (June 6) 

Yu Mama Tambien (NR) - 1 :30, 4:05, 6:55, 9:15 

Unfaithful (R)- 1:20, 4:00, 6:40,9:20 

The Cat's Meow (PG-13) - 1 :40, 6:50 

Changing Lanes (R) - 4:25, 9:30 

Monsoon Wedding (R) - 1 :15, 4:10, 6:45, 9:10 

The New Guy (PG-1 3) - 1 :45, 4:20, 7:00, 9:25 



New on Video & DVD ... 

• Dark Blue World 

• Harry Potter 

and the Sorcerer's Stone 

• Rambo Trilogy: Special Edition 

• Slackers 

• Traffic: The Criterion Collection 
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FLAGSHIP CINEMA 12 

500 Kings Highway, New Bedford, MA. 

Movie Hotline: (508) 985-3000 

Friday (May 31) - Thursday (June 6) 
Enough (PG-13) - 1 :25, 4:25, 7:10, 9:45 
Insomnia (R) - 1 :20, 4:05, 7:00, 9:30 
The Rookie (G)-2:00 

Spirit: Stallion of the Cimmaron (G) - 12:40, 2:50, 
4:45, 6:40, 8:40 

Star Wars: Attack of the Clones (PG) - 12:15, 1 :15, 

3:15,4:15, 6:45,7:20,9:45,10:05 

Spider-Man (PG-13) - 12:00, 2:35, 5:00, 7:30, 9:55 

Undercover Brother (PG-13) - 12:20, 2:25, 4:30, 7:15, 

9:25 

The Sum of All Fears (PG-13) - 1 :00, 4:00, 7:05, 9:40 

The New Guy (PG-13) - 12:10, 2:15, 4:20, 7:25, 9:35 

Ice Age (PG)- 12:05, 4:50 

Changing Lanes (R) - 6:55, 9:15 

Unfaithful (R)- 1:10, 4:10, 6:50,9:20 

About A Boy (PG-13) - 12:35, 2:40, 5:15, 7:35, 9:50 
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AMC CINEMAS - DARTMOUTH 12 

Faunce Corner Road, North Dartmouth, MA. 

Movie Line: (508) 999-3141 

Friday (May 31) - Thursday (June 6) 
About A Boy (PG-13) - 1 :40, 4:40, 7:20, 9:25 
Changing Lanes (R) - 1 :30, 4:30, 7:10, 9:15 
Enough (PG-13) - 1 :20, 4:10, 7:10, 9:30 
Insomnia (R) - 1 :10, 4:30, 7:15, 9:35 
Murder by Numbers (R) - 4:00 
The New Guy (PG-1 3) - 1 :40, 4:20, 7:1 5, 9:1 0 
The Rookie (G)-1:00 

Spider-Man (PG-13) - 1 :20, 4:40, 7:00, 7:30, 9:30 

Spirit: Stallion of the Cimarron (G) - 1 :00, 2:00, 3:00, 

4:10,5:00, 6:50,7:25,9:00,9:40 

Star Wars: Attack of the Clones (PG) - 12:30, 3:00, 

3:45,6:15, 7:00,9:10 

Unfaithful (R)- 1:30, 4:20, 7:05,9:25 



JEANIE CROSBY 
DOG EDUCATION CENTER 

1168 Point Road, Marion, MA 02738 
* (508) 748-6754 - Call Now * 
SPECIAL OFFER - Obedience Classes (§99)1 




The deserving students should be ones who have shown 
and proven positive leadership, strong work ethics, and 
academic goals. Applications are available at the schools' 
guidance counselor's office. Good luck to all! 

Habitat Golf Tournament 

The Buzzards Bay Area Habitat for Humanity will 
hold their Third Annual Gold Tournament on Monday, 
August 12, 2002 at the Acushnet River Valley Golf Course 
in Acushnet. This is a major fund-raiser for Habitat as 
they continue to build homes in the six area towns of 
Fairhaven, Mattapoisett, Rochester, Acushnet, Marion and 
Wareham. All monies are raised locally and $50,000 is 
needed to build the next home. They are always looking 
for financial and people-power support, but they also 
invite you to share in a little fun and exercise at the Golf 
Tournament on August 12, teeing off at 8:00 am. Please 
mark your calendars now and join them for a full day of 
golf, lunch, and prizes. Call 508-273-0225 for registration 
and further information. Sponsorships for the tournament 
are also needed, so please invite your company to join in. 



THE YOGA STUDIO 

"Come see what all the Buzz is about" 

^ M€W SVMMER SCHEDULE 

8 Week June3-July30 Prenatal $78.00 
4- Week June 3-28 All Levels $38.00 

7 Week July 8-Aug.23 All Levels $68.00 

8 Week July 11-Aug 28 Beginner $78.00 
*Mwy cksses * Szfe & Gentle * All Levels * 

* Experienced Certified Instructors * 

^ lit ^ f$k ^ 
Calm the min4, bo4y and spirit experience 
the power* of YOGA! 

The Yoga Studio 

8 County R.4- #1 front Mattapoisett 

Call 508-758-9293 

For a complete schedule or to register 




204 9 
'i Piece set 




Bev Loves Books 

Father's Day Gift Items 



r — — — — — — — — — — — — — ^ 

I Tea Light Candle Holder I 
Free with Coupon 

Exp. 7/31/02 

L_____________J 

Golf, Fishing and Western Sets 



565 Rounseville Road, Plumb Corner, Rochester, MA 
(508) 763-5503 

Dry Cleaning 
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Regional Lunch Menus 




•COASTLINE ELDERLY 
NUTRITION PROGRAM 

Monday, June 3- Tomato 
soup, cheese omelet, 
O'Brien potato, fruit muffin, 
fresh fruit. 

Tuesday, June 4 - BBQ 

ribette, Del Monico potato, 
three bean salad, quick 
bread roll, applesauce. 
Wednesday, June 5 - 
Chicken breast with 
supreme sauce, red bliss 
potato, broccoli, rye bread, 
cookie, graham waffle. 
Thursday, June 6- Meat 
loaf with gravy, whipped 
potato, carrots, oatmeal 
bread, tapioca pudding, 
fresh fruit. 

Friday, June 7- Fiesta fish 
with tartar sauce, rice pilaf, 
green beans, multi-grain 
roll, fruit in light syrup. 
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•CENTER SCHOOL 
MATTAPOISETT 

Monday, June 3 - Rib-a- 
que, toasted cheese, oven 
fries, veggie sticks, fruit, 
dessert, milk. 

Tuesday, June 4 - Chicken 
fajita, lettuce, tomato, cheese, 
nachos, fruit, dessert, milk. 
Wednesday, June 5 - 
Stuffed shells, garlic bread, 
pepperoni pocket, tossed 
salad, fruit, dessert, milk. 
Thursday, June 6- Stuffed 
crust pizza, tossed salad, fruit 
cup, dessert, milk. 
Friday, June 7- HALF DAY: 
Bagels and muffins served. 



•MEMORIAL SCHOOL 
ROCHESTER 

Monday, June 3 - Rib-a- 
que, toasted cheese, oven 
fries, veggie sticks, fruit, 
dessert, milk. 

Tuesday, June 4 - Chicken 
fajita, lettuce, tomato, cheese, 
nachos, fruit, dessert, milk. 
Wednesday, June 5 - 
Stuffed shells, garlic bread, 
pepperoni pocket, tossed 
salad, fruit, dessert, milk. 
Thursday, June 6- Stuffed 
crust pizza, tossed salad, fruit 
cup, dessert, milk. 
Friday, June 7- HALF DAY: 
Bagels and muffins served. 
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•OLD COLONY REGIONAL 
VOKE HIGH SCHOOL 
Monday, June 3 - Juice, 
beef and bacon burger, 
potato puffs, corn, fruit, 
dessert. 

Tuesday, June 4 - Chicken 
nuggets, French fries, carrots, 
bread, applesauce, pudding. 
Wednesday, June 5 - 
Swedish meatballs, turkey 
roll-up, mashed potatoes, 
peas, fruit, marble cake. 
Thursday, June 6 - Juice, 
American chop suey, salad, 
roll, fruit, chocolate cake. 
Friday, June 7- Tuna roll, 
pepperoni pizza, potato 
chips, mixed vegetables, 
assorted dessert. 

•ORR JUNIOR and SENIOR 
HIGH SCHOOLS 
Monday, June 3 - Rib-a- 
que, toasted cheese, oven 
fries, veggie sticks, fruit, 
dessert, milk. 

Tuesday, June 4 - Chicken 
fajita, lettuce, tomato, cheese, 
nachos, fruit, dessert, milk. 
Wednesday, June 5 - 
Stuffed shells, garlic bread, 
pepperoni pocket, tossed 
salad, fruit, dessert, milk. 
Thursday, June 6- Stuffed 
crust pizza, tossed salad, fruit 
cup, dessert, milk. 
Friday, June 7- HALF DAY: 
Bagels and muffins served. 

•OLD HAMMONDTOWN 
SCHOOL, MATTAPOISETT 
Monday, June 3 - Rib-a- 
que, toasted cheese, oven 



fries, veggie sticks, fruit, 
dessert, milk. 

Tuesday, June 4 - 

Chicken fajita, lettuce, 
tomato, cheese, nachos, 
fruit, dessert, milk. 
Wednesday, June 5 - 
Stuffed shells, garlic bread, 
pepperoni pocket, tossed 
salad, fruit, dessert, milk. 
Thursday, June 6 - 
Stuffed crust pizza, tossed 
salad, fruit cup, dessert, 
milk. 

Friday, June 7- HALF 

DAY: Bagels and muffins 
served. 

•SIPPICAN SCHOOL 
MARION 

Monday, June 3- Rib-a- 
que, toasted cheese, oven 
fries, veggie sticks, fruit, 
dessert, milk. 

Tuesday, June 4 - 

Chicken fajita, lettuce, 
tomato, cheese, nachos, 
fruit, dessert, milk. 
Wednesday, June 5 - 
Stuffed shells, garlic bread, 
pepperoni pocket, tossed 
salad, fruit, dessert, milk. 
Thursday, June 6 - 
Stuffed crust pizza, tossed 
salad, fruit cup, dessert, 
milk. 

Friday, June 7- HALF 

DAY: Bagels and muffins 
served. 

OTHER MENU ITEMS 
NOT AVAILABLE AT 
PRESS TIME. 



Steve Clark 
CUSTOM BUILDER 

Commercial - Residential 




713 Mill St 
Marion, MA 



Licensed 
Insured 



508-748-1972 



Marion-Bermuda Yacht Race 

The 2003 Marion-Bermuda Cruising Yacht Race 
will start on Friday, June 20, 2003 with no significant 
changes to Notice of Race and Sailing Instructions antici- 
pated. The race will continue to use AMERICAP rating 
system and divide fleet into celestial and electronic 
divisions. Jack Braitmayer, Chairman of the Marion- 
Bermuda Cruising Yacht Race, announced the start date 
following a meeting at the Royal Hamilton Amateur 
Dinghy Club (RHADC) in Paget, Bermuda. It has been 
held every two years since its successful introduction 26 
years ago. 



The Bedford Merchant 



Large Selection of Lang 
Products 
including Candles & 
2003 Calendars 

25% OFF 
Mother's Day candles 
(Plumeria, Peony, Lilac) 

Yankee Candles 
Boyds Bears & Dolls 
Crabtree & Evelyn 
Nautical Gifts 
Antique Reproductions 
Mahogany Furniture 
Westerwald Pottery 
Radko Ornaments 



Gift Certificates 

Monday- Saturday 9-5; Sunday 12-4 
Visa & MasterCard Accepted 
28 William Street, New Bedford, MA • 997-9194 

In the heart of New Bedford's Historic District 




What Are You 
Getting dad for 
father's day? 



Father s Day is fast approaching and we have the gifts 
that he will enjoy a lifetime. From a simple open 

edition print to a rare, collectable Rembrandt 
Engraving, we have something for everyone's taste 
and budget. We look forward to seeing you soon. 

Mounted Nautical Charts 
Marine Images & Art 
Historical Prints and Photographs 
Local Scenes by Local Artists 
Sports Photos 




ARTSMART 

Custom Design & Framing Specialists 

508-997-7500 



Located at the Stop & Shop Plaza at the junctions of Rt. 240 & Rt. 6, Fairhaven 
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2002 MEMORIAL DAY BOAT RACE 



Overall/ Open Division 
First Place 

Team # 2: Jeff Eldridge (Rochester) and 
Walter Gonet (Rochester) - 1:57:16 
Second Place 

Team # 7: Paul Milde (Mattapoisett) and 
Robert Tripp (Mattapoisett) - 2:01:46 
Third Place 

Team #3: Dana Barrows (Mattapoisett) and 
Arthur Benner (Rochester) - 2:02:16 
Fourth Place 

Team #4: Meg MacGregor (Rochester) and 
Peter MacGregor (Rochester) - 2:03:36 
Fifth Place 

Team #5: Mike Isabelle (Buzzards Bay) and 
Ed Bentz (Rochester) - 2:04:27 
Sixth Place 

Team #1: Russell DeMailly (Mattapoisett) 
and C.J. Hedges IV (Hamden, CT) - 2:05:29 
Seventh Place 

Team #8: Joe Gomes (New Bedford) and 
Jeffrey Wood (Rochester) - 2:06:02 
Eighth Place 

Team # 11: Nathaniel Picard (Fairhaven) and 
Eric Ducharme (Rochester) - 2:07:03 
Ninth Place 

Team # 13: Mike Downing (Marion) and 
Will Hartley, Jr. (Rochester) - 2:08:51 
Tenth Place 

Team # 10: Meredith Sherman (Rochester) and 
Gary Stopka (Rochester) - 2:11:13 

Junior Boys Division 
First Place 

Team #25: Ian MacGregor (Rochester) and 
Ben Church (Rochester) - 16th overall - 2:15:58 
Second Place 

Team # 24: Jordan Sattelmair (Rochester) and 
Eric Case (Rochester) - 17th overall - 2:17:09 
Third Place 

Team # 71: Gary Lawrence (Rochester) and 
Ross Ferguson (Rochester) - 68th overall - 

2:54:54 

Junior Girls Division 
First Place 

Team #57: Erin Coulter (Mattapoisett) and 
Alissa Allen (Mattapoisett) - 77th overall - 
3:05:21 
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Women's Division 
First Place 

Team #91: Johanna Lindberg (Newton) and 
Samantha Meservey (Newton) - 26th overall - 
2:23:36 
Second Place 

Team # 27: Caitlin Trahan (Mattapoisett) and 
Megan Martin (Mattapoisett) - 39th overall - 
2:31:26 
Third Place 

Team #40: Bette Olival (Rochester) and 
Loide Wotton (Rochester) - 60th overall - 
2:46:09 

Parent/ Child Division 
First Place 

Team #4: Meg MacGregor (Rochester) and 
Peter MacGregor (Rochester) - 4th overall - 
2:03:36 
Second Place 

Team # 88: Wesley Sherman (Rochester) and 
Bryan Sherman (Rochester) - 18th overall - 
2:18:21 
Third Place 

Team # 19: Erica Allen (Mattapoisett) and 
Robert Allen (Mattapoisett) - 21st overall - 
2:20:26 

Co-Ed Division 
First Place 

Team # 10: Meredith Sherman (Rochester) and 
Gary Stopka (Rochester) - 10th overall - 
2:11:13 
Second Place 

Team # 17: Andrea Shaw (Rochester) and 
Hap Hedges III (Rochester) - 14th overall - 
2:15:16 
Third Place 

Team # 16: Danni Kleiman (Rochester) and 
Henry Ducharme (Rochester) - 15th overall - 

2:15:53 

"Old Man River" 

Hap Hedges III, 53, of Rochester (Team # 17 

with Andrea Shaw) - 14th overall - 2:15:16 

87 of 95 registered teams completed the 68th annual race 
down the Mattapoisett River from Rochester 



NORDIC 

Air, Heat and Refrigeration 

Fully Licensed & Insured 

(508) 612-7718 

Commercial & Residential 





RI Lie. #6192 
MA Lie. #14623 



Owner 

Mike Johansen 



The Marion-Bermuda Cruising Yacht Race, one of 
the premier offshore races conducted on the East Coast, is 
open to cruising yachts from 32 feet to 62 feet LOD. 
Described as "fun at both ends with great sailing in the 
middle/ 7 the race combines three major elements: getting 
out of Buzzards Bay, picking the best entry point to the 
Gulf Stream, and predicting the winds at the finish. In 
addition to these are the challenges of avoiding or utiliz- 
ing the warm and cold eddies that inhabit the waters 
between the mainland and Bermuda. 

For further information, please contact Faith 
Paulsen, MBCYR Association, Inc. at 508-748-2001 or visit 
the website at www.marionbermuda.com. 




Charles Cann 

Artistic Woodworking 

3(C 3|C 

Handwork 

Turning 

Carving 
Interior trim 

Gilding 
Windows 

Doors 
Cabinets 

Mantels 
Signs 

Antique restoration 

** 

Member of a Co-op that builds custom kitchens, interior and 
exterior millwork,stoirways,exhibits and environmental signage. 



41a Main street, Marion 



(508) 748 3843 



HILLER FUELS INC 

147 Front St., Marion, MA 02738 

SALES & SERVICE 



HEATING OIL • KEROSENE 
HEATING SYSTEMS 
BURNER CONTRACTS 
TANK INSTALLATION 
TANK INSURANCE 
BUDGET PLANS 
FREE ESTIMATES 



ry/l HOUR SERVICE 
^-Tt (FOR HILLER CUSTOMERS) 





748-0020 



Servicing Mattapoisett, Rochester, Warehatn, N. Acushnet, Marion 
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MARION 

The following log excerpts are for the 
week of May 19 through May 25, 2002: 

• Spring Street - suspicious motor 
vehicle 

• Point Road - motor vehicle accident/ 
adult arrest (operating under the 
influence, leaving the scene of an 
accident, reckless operation of motor 
vehicle) 

• Delano Road - vandalism/past 

• Zora Road - animal complaint 

• Planting Island Road - parking 
violation 

• Parlowtown Road - animal complaint 

• Pumping Station Road - officer 
wanted/adult arrest (violation of protec- 
tive order) 

• Olde Meadow Road - vandalism/in 
progress 

• Spring Street - larceny/past 

• Front Street - animal complaint 

• Wareham Road - suspicious motor 
vehicle 

• Delano Road - mutual aid/adult arrest 
(domestic assault) 

• Planting Island Road - suspicious 
motor vehicle 

• Spring Street - suspicious motor 
vehicle 

• Quelle Lane - animal complaint 

• Card Drive - vandalism/past 

• Tabor Academy - larceny/past 

• Washburn Park Road - family distur- 
bance 

• Mill Street - motor vehicle accident/hit 
and run/property damage 

• Wareham Road - annoying phone 
calls 

• Spring Street - suspicious motor 
vehicle 

• Front Street - officer wanted 

• Dexter Road - animal complaint 

• Point Road - vandalism/past 

• Point Road - larceny/past 

• Wareham Road - suspicious activity 

• Mill Street - suspicious motor vehicle 



• Delano Road - larceny/past 

• Converse Road - annoying phone calls 

• Point Road - adult arrest (warrant) 

• Wareham Road - family disturbance/ 
adult arrest (assault and battery, abuse/ 
violation of protective order, warrant of 
apprehension) 

• Marion Harbor - animal complaint 

• Wareham Road - suspicious person 

• Front Street - motor vehicle accident/ 
personal injury 

• Spring Street - adult arrest (assault and 
battery on police officer, resisting arrest, 
disorderly conduct, disturbing the peace) 

• Wareham Road - incapacitated person/ 
protective custody 

• Delano Road - family disturbance 

• Mill Street - civil complaint/adult arrest 
(assault and battery, vandalize property, 
disorderly conduct) 

• Holly Road - noise complaint. 

MATTAPOISETT 

The following log excerpts are for the 
week of May 19 through May 25, 2002: 

• County Road - returned property 

• Hollywoods Road - parking complaint 

• North Street - larceny of batteries 

• County Road - mutual aid 

• Marion Road - motor vehicle accident 

• Reservation Road - suspicious activity/ 
persons 

• Grand Avenue - parking on private 
property 

• Fairfield Avenue - parking complaint 

• County Road - suspicious activity 

• Marion Road - suspicious activity 

• County Road - mutual aid 

• Water Street - cell phone fell in water 

• Reservation Road - suspicious motor 
vehicle 

• Brandt Island Road - erratic operation of 
motor vehicle 

• North Street - parking complaint 

• Marion Road - possible intoxicated 
person 

• Deer Run Street - harassing phone calls 

• North Street - car hit dog 

• Marion Road - students walked away 
from school 

• Brandt Island Road - suspicious activity/ 
motor vehicle 

• Fairhaven Road - motor vehicle 
accident 

• Wolf Island Road - mutual aid/Roches- 
ter 

• North Street - adult arrest (warrant) 



• County Road - suspicious person 

• Water Street - general disturbance 

• Mattapoisett Neck Road - animal 
complaint 

• County Road - motor vehicle accident 

• Reservation Road - suspicious activity 

• Shaw Street - returned property 

• North Street - missing dog 

• County Road - mutual aid/Fairhaven. 

ROCHESTER 

7776 1 following log excerpts are for the 
week of May 21 through May 28, 2002: 

• Marion Road - erratic operation of 
motor vehicle 

• Tilson Road - disturbance 

• County Road - suspicious motor 
vehicle 

• Braley Hill Road - motor vehicle 
accident 

• North Avenue - vandalism 

• County Road - erratic operation of 
motor vehicle 

• Mattapoisett Road - suspicious activity 

• High Street - disturbance 

• County Road - suspicious motor 
vehicle 

• Dexter Lane - sex crimes 

• Marion Road - disturbance 

• North Avenue - vandalism 

• High Street - by-law violation 

• Braley Road - breaking and entering 

• Mary's Pond Road - domestic 
disturbance 

•Alley Road -threats 

• County Road - erratic operation of 
motor vehicle 

• Snipatuit Road - firearms violation 

• Mary's Pond Road - motor vehicle 
accident 

• Dexter Lane - adult arrest (warrant) 

• Old Tuck Bog Road - threats 

• New Bedford Road - officer wanted 

• Snipatuit Road - suspicious person 

• Mary's Pond Road - adult arrest 
(operating under the influence) 

• Quaker Lane - domestic disturbance 

• Walnut Plain Road - motor vehicle 
accident/personal injury 

• Stevens Road - gunshots reported 

• Noble Way - larceny 

• Stevens Road - littering 

• Dexter Lane - shoplifting 

• High Street - suspicious activity 

• Noble Road - larceny 

• Dexter Lane - adult arrest (warrant) 

• Rounseville Road - vandalism. 
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STEPHEN KELLEHER ARCHITECTS 

FAIR HAVEN CENTER FOR BUSINESS 
57 ALDEN ROAD • FAIRHAVEN, MA 0271 9 • (508) 992-2007 
- Residential, Industrial & Commercial Design Services - 



Mattapoisett Council on Aging 

Center Closed 

The CO A and Mattapoisett Senior Center will be 
closed on May 30. Please plan your FISH needs accord- 
ingly 

Mashpee Commons 

The trip to Mashpee Commons will be June 6. 
Garden Club 

Volunteers are needed to join the Garden Club 
which meets on Monday at the Senior Center at 10:00 am. 
They need help now with planting and weeding. Please 
call 508-758-4110 for more information. 
No News 



Blue Cross Harvard Pilgrim HMO Blue 



Medicare United Healthcare Tufts 



Dr. Lee Guertin 44 Marion Rd (Rte 6) 758 - 2999 



Mon & Wed 12-7 Thu & Fri 9-3 Sat by appt 



We Have New Summer &Yr-round Rentels! 



June, July, August dates - $l,250/week 
June to September - $6,000/month 

MARION CONTEMPORARY 

July & August dates- $3,000/wk 

POINT CONNETT RANCH 

June, July, August - $l,200/wk 

HARBOR BEACH 

Waterfront - July dates - $2,000/wk 

FAIRHAVEN WATERVTEW 

Knollmere Bch, July & Aug - $2,600/mo 



SOLD 



Dawson 

Real Estate 



GMAC 

ITwRealEstate 



23 years of 
service 

"Together we 
can make it 
happen" 



Dawson^^ 

25 County Road, (Rt. 6), Mattapoisett, MA 02739 

(508) 758-3838 www. d awsonre . com 



HOLLYWOODS 

"Yr-round"waterview - $l,900/mo + util. 
Waterview - July only - $l,250/wk 

MATT NECK ROAD 

Waterfront - August - $8,500/mo 
"Yr-round" Cape - $l,400/mo + util. 

ANTASSAWAMOCK 

August 17 to August 31 - $3,000/2wks 

BRANDT BEACH 

Cedarcrest - July & August 

Call The Office For Details! 

GMAC 




Sandra Dawson, 
Broker I Owner 
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Super Crossword 



BERN-ING 
DESIRE 



ACROSS 

1 Foe 
6 Most 
adventur- 
ous 
12 Samoyed's 

smile? 
15 Solidify 
18 Half the 
diameter 

20 Actress 
Renee 

21 Unwell 

22 Castilian cry 

23 Start of a 
remark by 
Billy 

Connolly 

27 He's a doll 

28 Maugham's 
"Cakes and 

29 Ration, with 
"out" 

30 Shaggy 
ruminant 

31 Eban of 
Israel 

33 Maroon 

36 Coeur d'— , 
ID 

37 The Jetsons 1 
dog 

40 Boxing blow 

41 Tom of 
"Adam's Rib" 

44 Part 2 of 
remark 

48 Songwriter 
Jacques 

49 Pierce 

53 Corsage 
fastener 

54 Sycophant 



55 Border — 

57 Antipollution 
grp. 

58 Squid's 
squirt 

59 Undo an 
error 

60 Rock's Pink 

61 October 
Revolution 
name 

63 Average 
grade 

64 Stack role 

65 Conspire 

66 Narrow 
shelf 

67 Vitamin 
bottle abbr. 

69 Part 3 of 
remark 

73 Presidential 
nickname 

74 Philatelist's 
need 

76 Frank 

77 Man" 
('84 film) 

79 Cleaning 
cloth 

82 Castle 
campaign 

83 Custom 

85 Belief 

86 Viral illness 

87 Everything 

88 Bacall or 
Chapin 

90 Paraguayan 
title 

91 UK honor 

92 Goofy 
Gomer 



94 Gourmet 
Graham 

95 Part 4 of 
remark 

98 Humble 

100 It may get 
pickled 

101 Hall's 
partner 

102 — Dame 
105 Cavort in 

the pool 
107 Made cotton 
candy 

109 The chosen 
few 

110 WWII site 

111 Rush 

112 Periodon- 
tists' org. 

115 End of 
remark 

122 Zsa Zsa's 
sister 

123 Actor 
Chaney 

124 Virgilian 
epic 

125 Vintner Gallo 

126 Fled 

127 Word with 
roll or 
cream 

128 In 

129 Architectural 
features 

DOWN 

1 Estrada or 
Satie 

2 Church 
area 

3 Genesis 
setting 



4 "Cara — " 
('65 hit) 

5 Brynner of 
"Taras 
Bulba" 

6 Motown's 
Marvin 

7 Pitches 

8 Trim the turf 

9 Baseball stat 

10 Children's 
author 
Maurice 

11 Rocky 
Mountain 
range 

12 Extensive 

13 Cockpit fig. 

14 Worldwide 

15 Gaggle gal 

16 Singer John 

17 Sierra ~~ 
19 Clean the 

decks 

24 In the 
manner of 

25 Like Nestor 

26 Flounder 
features 

31 — deco 

32 Singer 
Scaggs 

33 TV's 
"Evening — " 

34 With 103 
Down, 
baseball's 
'64 Rookie 
of the Year 

35 Poet 
McKuen 

37 "A Dandy in 
— " ('68 
film) 



38 Oinkers 

39 Barrie sprite 

42 Put the 
metal to the 
metal 

43 Biblical 
priest 

45 To be, in 
Toulouse 

46 Poke fun at 
the famous 

47 Range rope 

48 Shirley of 
"Hazel" 

50 Novice 

51 Make — of 
oneself 

52 Bete noire 

55 Circus 
performer 

56 "Mama" 
Cass 

59 Kind of paint 

60 Armada 

62 Cartoon cry 
65 Charle- 
magne's dad 
68 Excavated 

70 Reserved 

71 Where 
Devils fight 
Flames 

72 High-toned 
guy? 

74 PDQ, 
politely 

75 Mrs. Munster 
78 It'll curl your 

hair 

80 Dramatist 
Edward 

81 Risk an 
opinion 

83 Tints 



84 Cuffs 

85 Saw 
features 

89 Record abbr. 

90 Hens and 
pens 

93 "— Angel" 
('55 hit) 

95 Something 
for two 

96 "— don't 
say!" 

97 Blocker or 
O'Herlihy 

99 Firefly, for 
one 
100 Lawn 
cleaner 

102 More up-to- 
date 

103 See 34 
Down 

104 Big guy 

106 Skirt feature 

107 Silly Caesar 

108 Pedigreed 
pooch 

110 Ballad or 
barcarole 

111 Actress 
Lamarr 

112 Maintain 

113 Actor Arnaz 

114 Hammett 
hound 

116 Grab all the 
goodies 

117 Vane letters 

118 Velvet finish 

119 Free (of) 

120 Pro-gun 
org. 

121 Bankbook 
abbr. 
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SALOME'S STARS 



ARIES (March 21 to April 19) You might have 
to turn your Arian charm up a few degrees if 
you hope to persuade that persistent 
pessimist to see the possibilities in your 
project. Whatever you do, don't give up. 
TAURUS (April 20 to May 20) A "tip" about 
a co-worker's "betrayal" might well raise the 
Bovine' s rage levels. But before charging into 
a confrontation, let an unbiased colleague do 
some fact checking. 

GEMINI (May 21 to June 20) Although a 
relationship still seems to be moving too 
slowly to suit your expectations, it's best not 
to push it. Let it develop at its own pace. 
You'll soon get news about a workplace 
change. 

CANCER (June 21 to July 22) A continually 
changing personal situation makes you feel 
as if you're riding an emotional roller coaster. 
But hold on tight; stability starts to set in 
early next week. 

LEO (July 23 to August 22) Believe it or not, 
someone might dare to say "No!" to the 
Regal One's suggestion. But instead of being 
miffed, use this rebuff to recheck the 
proposition and, perhaps, make some 
changes. 

VIRGO (August 23 to September 22) You 
might find it difficult to make a decision 
about a family matter. But delay can only 
lead to more problems. Seek out trusted 
counsel and then make that important 
decision. 

LIBRA (September 23 to October 22) 
Concentrate your focus on what needs to be 
done, and avoid frittering away your 
energies on less important pursuits. There'll 
be time later for fun and games. 
SCORPIO (October 23 to November 21) 
Although the conflicts seem to be letting up, 
you still need to be wary of being drawn into 
workplace intrigues. Plan a special weekend 
event for family and/ or friends. 
SAGITTARIUS (November 22 to December 
21) Your quick wit helps you work through 
an already difficult situation without creating 
more problems. Creative aspects begin to 
dominate by the week's end. 
CAPRICORN (December 22 to January 19) 
Be patient. You'll soon receive news about a 
project that means so much to you. Mean- 
while, you might want to reconsider a 
suggestion you previously turned down. 
AQUARIUS (January 20 to February 18) 
There are still some aspects about that new 
job offer you need to resolve. In the mean- 
time, another possibility seems promising. Be 
sure to check that out as well. 
PISCES (February 19 to March 20) Opening 
up your emotional floodgates could leave 
you vulnerable to being hurt later on. Watch 
what you say, in order to avoid having your 
words come back to haunt you. 
BORN THIS WEEK: You're usually the life of 
the party, which gets you on everyone's 
invitation list. You also have a flair for 
politics. 

(c) 2002 King Features Synd., Inc. 
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New (Bedford (Preservation Society presents 19th JlnnuaC 

House & Garden Tour 



Sunday, June 9th - 1 to 6 p.m. 




Tickets: $13 in advance • $10 member/ senior • $15 day of tour 
On sale in Fairhaven at Periwinkles, in Mattapoisett at 
The Opulent Owl, at the Marion General Store or 
call 508.997.6425 ~ www.geocities.com/nbps2000 



The Newsletter for June / July will not be coming 
out, as the CO A has had to change publishers. The usual 
activities will be occuring and watch the weekly newspa- 
per columns for trips, etc. Sorry for any inconvenience 
this causes. 
FISH Volunteers 

FISH, the organization of volunteers that trans- 
port Mattapoisett residents to doctor and dental appoint- 
ments, desperately needs people to either drive or make 
phone contacts. You need to have a CORI check done 
prior to volunteering if you are new to the rosters. Please 
call the CO A office or Norma Holt for more information 
so they can keep the network together! Thank you for 
helping out. 



We don't just build 
portfolios, we build 
relationships. 



At Edward Jones, before we invest 
your money, we invest our time. 

As we see it, helping you retire the 
way you want to is about more than 
recommending investments. 

It's about knowing you and 
understanding your dreams. 

Ron Ellis 

53 County Road (Route 6) 
Mattapoisett, MA 02739-0430 
(508) 758-3311 

EdwardJones 

Serving Individual investors Since 1871 
www.edwardjones.com Member SIPC 




FATHER KNOWS BEST 




4 Church Street Ext. 
at Route G in Mattapoisett 
riBBr Tha Oxford Cr&am&ry 

508-758-7800 



a pc'int your qupi pottery studio 




Hours: 
Wed. 10-6 
Thurs. 10-6 
Ladies Night 
Thurs. 6-9:30pm 
Fri./Sat. 11-9 
Sun. 12-5 



Honor the men in your life. Paint a piece for Father's Day. 
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LEGAL ADVERTISEMENTS 



TOWN OF MATTAPOISETT 
CONSERVATION COMMISSION 
NOTICE OF PUBLIC HEARING 

The Mattapoisett Conservation 
Commission will hold a public hearing on 
Tuesday, June 11, 2002 at 7:00pm at the 
Mattapoisett Knights of Columbus Hall, 57 
Fairhaven Road, Route 6 on a Notice of Intent 
submitted by Mattapoisett Housing 
Associates, LLC. 

The proposed project consists of 
The Development of 36 units of Townhouse 
style condominiums, with pool house, 
pavilion, swimming pool, roadway, utilities 
and retention pond. The property is located 
at County Road, Route 6, Mattapoisett, MA 
and is further identified as Lot 58, on 
Assessor Map 9. 

Conservation Commission 05/ 30 



OLD ROCHESTER REGIONAL SCHOOL 
DISTRICT 

Marion-Mattapoisett-Rochester 
LEGAL ADVERTISEMENT 

Notice is hereby given in accor- 
dance with the Children's Internet Protection 
Act a PUBLIC HEARING to be held by the 
Old Rochester Regional District School 
Committee at 7:00pm, on Tuesday, June 11, 
2002, in the Dr. Joseph C. Kunces Memorial 
Library, Old Rochester Regional High School, 
135 Marion Road, Mattapoisett, Massachu- 
setts regarding the proposed internet safety 
policy. 05/30 



ROCHESTER PUBLIC SCHOOLS 
Rochester, Massachusetts 
LEGAL ADVERTISEMENT 

Notice is hereby given in accor- 
dance with the Children's Internet Protection 
Act a PUBLIC HEARING to be held by the 
Rochester School Committee at 7:00pm, on 
Thursday, June 20, 2002, at the Rochester 
Memorial School, 16 Pine Street, Rochester, 
Massachusetts regarding the proposed 
internet safety policy. 05 / 30 



LEGAL ADVERTISEMENTS 



MARION PUBLIC SCHOOLS 
Rochester, Massachusetts 
LEGAL ADVERTISEMENT 

Notice is hereby given in accor- 
dance with the Children's Internet Protection 
Act a PUBLIC HEARING to be held by the 
Marion School Committee at 6:30pm, on 
Wednesday, June 19, 2002, at the Sippican 
School, 16 Spring Street, Marion, Massachu- 
setts regarding the proposed internet safety 
policy. 05/30 



MATTAPOISETT PUBLIC SCHOOLS 
Rochester, Massachusetts 
LEGAL ADVERTISEMENT 

Notice is hereby given in accor- 
dance with the Children's Internet Protection 
Act a PUBLIC HEARING to be held by the 
Mattapoisett School Committee at 7:30pm, on 
Monday, June 17, 2002, at the Old 
Hammondtown School, Shaw Street, 
Mattapoisett, Massachusetts regarding the 
proposed internet safety policy. 
05/30 



TOWN OF MATTAPOISETT 
CONSERVATION COMMISSION 
NOTICE OF PUBLIC HEARING 

The Mattapoisett Conservation 
Commission will hold a public hearing on 
Monday, June 10, 2002 at 7:00pm in the Town 
Hall on the request for a Determination of 
Applicability submitted by Michael and 
Elizabeth Sanchez, 9 Crestfield Street, 
Mattapoisett, MA 02739. 

The proposed project is to dormer 
the front of the house and add a 6'x8' 
mudroom and a 26'x8' farmer's porch. The 
property is located at 9 Crestfield Street, 
Mattapoisett, MA and is further identified as 
Lot 308, on Assessor Map 17. 
Conservation Commission 05/ 30 



SPORTS QUIZ 
By Chris Richcreek 

1. Was Baltimore's Brooks Robinson ever 
named the American League's Most Valuable 
Player? 

2. Who are the only three players to have 
compiled a season of 40 home runs and 40 
stolen bases? 

3. True or false: Walter Payton holds the 
Chicago Bears record for most rushing yards 
in a game by a rookie. 

4. In the 1999-2000 and 2000-01 seasons, an 
Indiana Hoosier led Big Ten men's basketball 
in scoring. Who were the two players? 

5. When was the last time all the "Original 
Six" NHL teams made the playoffs in the 
same season? 

6. How old was boxer Sugar Ray Robinson 
when he retired from the ring? 

7. Entering 2002, what sports city has had 
more championships in the four major sports: 
Chicago or Los Angeles? 

Answers 

1. Yes, in 1964, when he hit .317 with 28 
homers and 118 RBIs. 

2. Barry Bonds, Jose Canseco and Alex 
Rodriguez. 

3. False. Anthony Thomas ran for 188 yards 
in a game in 2001. 

4. A.J. Guyton and Kirk Haston. 

5. It was 1995-96. 

6. Robinson was 45 years old. 

7. Chicago has 21 titles; Los Angeles has 15. 

(c) 2002 King Features Synd., Inc. 
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New Bedford Art Museum 

The New Bedford Art Museum will host an 
exhibition titled " Cecil Clark Davis: A Woman Ahead of 
Her Time" this summer. The gala opening will be on June 
6 with entertainment by the Harpoon Harmonizers. The 
show will be installed by guest curator, Wendy Bidstrup, 
Executive Director of the Marion Art Center. The Center, 
Sippican Historical Society, Tabor Academy, and Sippican 
Woman's Club are collaborating with the New Bedford 
Art Museum and several private collectors to showcase 
the life and art of this remarkable woman. 

American women artists have long been ne- 
glected by the art world in general. ffiday, critics and the 
general public are taking a serious look at the female 
artists of the early twentieth century and recognizing the 
considerable talents these "modern American women." 

Cecil Clark Davis (1877-1955) was one of 
them. She grw up in the heartland during America's 
coming of age. Her fath^rjohn Marshall Clark, was a 
successful Chicago industrialist, investor (partner of 
Alexander Graham Bell) and Collector for the Port of 
Chicago during the World's Fair of 1893. Her mother was 
a concert pianist who played at Carnegie Hall as well as at 
the Sippican Hotel in Marion, MA, where the family had a 
summer home. 

One of the earliest influences on Cecil's life was 
The Columbian Exposition of 1893, a celebration of the 
quadracentennial of the discovery of America by Christo- 



pher Columbus. It was to be an exposition of the best of 
the USA. Experts in their fields assembled to orate the 
"White City"; Stanford White, architect; Augustus Saint 
Gaudens, sculptor; John Singer Sargeant, painter; Henry 
James, writer; and many more. Some say it was the 
greatest gathering of minds since the Renaissance! Cecil 
knew these visionaries and many more who spent sum- 
mers in the little town of Marion, MA. 

As a young teenager, Cecil wandered freely 
throughout the various exhibits. When Mrs. Potter Palmer 
opened the Women's Pavilion, she did so in the company 
of a good many of the world's greatest suffragists. Cecil 
heard speeches about women's rights, the condition of 
children, the homeless and other progressive ideas. She 
shared their opinions and began her life as a "modern" 
woman. 

She had an innate talent for art and was encour- 
aged to pursue painting by her doting father. Once she 
wanted a pony and a cart but was told she was too 
young. She took her sketchbook and charcoal to the local 
jail and convinced the guards to let her draw the 
prisoners. She sold the drawings toThe Chicago Tribune 
and made enough money to buy the pony and the cart! 

She studied at the Art Institute of Chicago and 
with several artists including John Singer Sargeant, but 
always insisted that she was self-taught. She painted over 
500 portraits ranging from society ladies and gentlemen to 
humble servants and gardeners. She won many prizes in 



LOCAL MUfilC CONCERT # 1 

(Rock. Blues. Modern, & Original Music) 

Fridag, May 3 1 , 2002 With: 
CO/H/ttO/V HUM80CK 

H>H7Z6/a> BULKHEAD SWASH 

And Acoustic Entertainment by Pete Pawelczyk 

At the Knights of Columbus Hall Rte. 6 Mattapoisett, MA 
OVER 2 1 EVENT Doors open @ 6 pm - Close @1 am 

TICKETS $7.00 EACH (limited amount) - CALL AMANDA at 508-965-5822 
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CLASSIFIED ADVERTISEMENTS 


MIKE'S APPLIANCE - Sales and Service - 
Experienced with all brands. Also available 
evenings, weekends and holidays. 
Call Mike Healy at (508) 748-2557 


RENTAL - CRESCENT BEACH - 3BR house, 
walk to beach, avail. JUNE and AUG. 24-31 
also WINTER 9/1/2002-6/15/2003, no pets, 
no smoking (781) 934-9080 


SUMMER TUTOR - Math, Reading, Spanish, 
etc... Graduated High School Honors Student 
available for most subjects, any grade level. 
My house or yours, $15. /hr., flexible 
schedule. References / Resume available upon 
request. Call Kristina Schmid at (508) 758-2337 

Tartan 30, 1976 30' sloop, good shape, fast, 
reliable and spacious. Sleeps 5. $17,500. Please 
call Dick at: (508) 758-2264 

TIRED ELECTRICIAN - Most Jobs Too Big - 
None Too Small. Call me, if I can fix it I will. 
Lamp Repairs, etc. (508) 992-5666 Russell I. 
Peirce Lie. #13971E. 


Moving? Two men and clean enclosed truck 
for hire. Licensed and insured local and long 
distance moving. $70.00 /hr. D.P.U. #29374. 
(508) 992-4021. 


RENTAL WANTED FOR SELF & CAT 

Furn. studio, h/ w, June- August 
$600.-$625. mo. tops, excel credit, refs 
(619) 426-2389, ced@studio64.com 


Nanny Agency looking for full-time, part-time 
and summer nannies. If interested call (508) 
880-6940 

NANNY AVAILABLE 
Experienced College Gradualte, available 
Mon./ Wed. /Friday. Non-smoker, reliable 
transportation and great references, call (508) 
951-3155 


ROCHESTER TRANSPORTATION 
Specializing in: 
Airport Transportation - Courier Service 

P.O. Box 27, Rochester, MA 
Office: (508) 763-8716 - Cell: (508) 944-7164 


ROSELAND NURSERY & FLORIST 
247 Main St, Acushnet 
(508) 998-2110 Florist, (508) 995-4212 Nursery 


TUTOR - local teacher, Exp. tutor available for 
summer tutoring, grades 1-8. Secure your slot 
now! (508) 758-6114 


NEED A RAINBOW IN YOUR BASEMENT? 
Make wet basements DRY! 
Sump pumps and drainage systems. 

Remove junk and provide space. 
Basement and garage floors painted. 
Stone foundations restored and cleaned. 
Install bulkheads, block windows, doors. 
Tel. Days (508) 667-4138, Off (508) 999-4873 

NEED A RAINBOW IN YOUR BASEMENT? 
Make wet basements DRY! 
Sump pumps and drainage systems. 

Remove junk and provide space. 
Basement and garage floors painted. 
Stone foundations restored and cleaned. 
Install bulkheads, block windows, doors. 
Tel. Days (508) 667-4138, Off (508) 999-4873 

New lawn customer special. Clean-ups - 
Dump Trips, Heavy Brush Cutting, Chain Saw, 
Etc. Lime, fert, mulch. Jonathan (508) 758-3347 


Sears Riding mower 
lOhp, 30 in, 5 speed $150. 
(508) 758-6587 

SHARE MY MATTAPOISETT RETREAT - 
secluded, woodsy, peaceful, walk to beach. 
$800. Mo. No deposits, all utilities. Extra 
phone line for quiet, joyful, respectful person. 
(508) 758-6691 


Two Men and a Dump Truck available for 
cleaning out yards, houses, barns, attics. 
Transfer station runs, etc. Also lawn mowing, 
tree & hedge trimming. Call (508) 992-4021. 
Insured. 

Voice Lessons 

Call Joyce 
(508) 758-2014 


SLIPCOVERS 
The Canvasmith (508) 992-0524 
Cushions and Canvas 

Small Incinerator, used once, like new! Please 
call (508) 994-7084 


VOICE LESSONS for children or beginners. 
Call Lacey (508) 758-9302 

WANTED 
Bullseye Sailboat 
(508) 758-4528 


SONNY'S SALES AND SERVICE 
Sewing Machines- Vacuums-Small 
Appliances-Scissors 
Pick-up and Delivery (508) 758-6438 


WANTED - Experienced waitperson and 
bartender - must be fast, energetic & 
personable - Apply at Tokyo Restaurant, Rt. 6 
143 Fairhaven Road, Mattapoisett - No phone 
calls 

WANTED TO BUY 
OLD COSTUME JEWELRY 
(508) 996-9578 please leave message 

WANTED TO RENT FOR SELF & CAT 
Permanent, lB/lBath, 620 sq. ft., light, quiet, 

all utils, $850. mo. tops, semi-retired, excel 
credit & refs, Use housing authority voucher 
offset rent, (619) 426-2389, ced@studio64.com 

WANTED-Family to purchase 2-4 Bdrm 
cottage in beach community. Marion or 
Mattapoisett. Rick (617) 558-0095 

WANTED: Relocating family needs furnished 
rental 8/19-9/8/2002. Non-smokers, (845) 
446-5880 

White wicker set, 2 chairs, love seat and 
cushions. $50.00. Windsurfer, $100.00. Sony 
Playstation with games $50.00. (508) 763-4604. 

Sue Enos - Avon Independent Sale Rep. (508) 
997-6706 coffeegrll68@aol.com 

Year-round 3 or 4 bedroom home rental in 
Marion, Mattapoisett or Rochester on or 
before August 1st. Call (508) 748-2327 


Nissan 2.5, short shaft outboard $150. (508) 
758-3663 


STORAGE: Private, safe and secure 12'x20' 
garage storage space. Call (508) 758-9830 


No time to CLEAN? Call 
Clean as a Whistle 
(508) 763-2054 

Oceanfront rental at Harbor Beach. Newly 
built 3-bedroom home, completely furnished 

including washer/ dryer and microwaved 
kitchen. Window wall allows for spectacular 
view of Buzzards Bay. A private beach even 
has outdoor grill. No pets. Call 800-366-5302 
ask for Sue. We can send floor plan and dates 

in July and August that are still available. 

PAINTING SERVICE CO. 
Complete Interior - Exterior and Wallpaper 
Fully Insured. (508) 763-8512 

Personal Best Professional Cleaner 
Residential & Commercial 
Call Lorrie (508) 993-0471 


SUMMER HOUSE RENTAL - 
MATTAPOISETT - 2 Bdrms, Near Ocean, No 
Pets, No Smoking. $850. Call (508) 261-9730 or 
(508) 758-9578. 

SUMMER RENTAL - Mattapoisett, Crescent 
Beach, 3BR/2BA fully furnished home, $900. 
per week, available 6/12/2002-8/24/2002 
(508) 842-6200 

Summer Rental - Pinehurst Beach, Wareham. 2 
bedroom, close to beach. $750.00 /week (2 
week minimum). Call Kelly Sol, Neves & 
Cashman Realty 508-295-1137. 

Summer Rental Available - Marion, 3 Bdr 
House, fully fd., $500. /week, $1,800 /month 
includes utilities (508) 748-1282 

Summer Rental, Mattapoisett, Point Connett, 
August, $1200. /wk, (215) 572-0105 


PETER A. WEST 
piano tuning & repairs 
(508) 758-6568 


WILL CLEAN 
Attics, Cellars, Barns, etc. 
for contents and/ or small fee. 

Dump runs also done. 
Call R. Menard (508) 758-3505 
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Mattapoisett Housewrights 
Building Co. 




Eden Landscapes 

Florist & Garden Shop 



W¥fr"' 337 Wareham Road, Marion 
508-748-0225 

♦ Creating elegant floral designs for all occasions 

• Featuring specialty gifts and pottery 

• Specializing in unique landscape designs 

♦ Offering a complete line of nursery, 

water gardening and interior gardening items 



salons worldwide. 

Cecil was a tomboy. She excelled at many sports 
especially tennis, golf, soccer and horse back riding. She 
was bold, adventurous, high-spirited and had a will or 
iron. She shocked people by appearing in public without a 
hat or gloves. At posh New York dinner parties, when the 
meal was over and the ladies withdrew to the parlor, Cecil 
stayed in the dining room and smoked with the men! 

She was tall, slender and lovely, resembling the 
famous "Gibson Girl" made popular by one of her best 
friends, Charles Dana Gibson. No longer did\merican 
women look to Europe for standards in style or beauty. A 
blush of tan on her cheek was the healthy glow of a day 
out sailing or playing golf. She capted the heart of 



FULL SERVICE 
BUILDING COMPANY: 
New Homes 
Renovations 
Additions 
Kitchens & Baths 
Decks & Garages 
Custom Design Service 

Lic.#031265 HIC# 112260 



2854 Cranberry Highway, Route 28, Wareham 
1-800-649-1443 • (508) 291-1444 • 758-9707 (eves.) 
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CLASSIFIED ADVERTISEMENTS 



HELP WANTED - Fence Installer. Experi- 
enced only. Good pay & benefits package. 

New England Fencewrights. Route 6, 
Fairhaven. Next to Papa Gino's. (508) 991- 
8500 



HELP WANTED Driver, Class A or Class B, 
experience preferred. Full or part-time. Apply 
Sunnynook Farms (508) 763-5405 



Help Wanted: Dish Washer, nights and 
weekends. Call Richard at 508-758-3113, 
Turk's Restaurant. 



HOME IMPROVEMENT SERVICES 
20 years experience. Carpentry, masonry, 
painting (508) 763-3629 



Honest, responsible person needed for 
cleaning company servicing local clients. 
Reliable transportation required. Call Carolyn 
(508) 758-4518 



House For Rent - Marion 
3BR/1BA, year round. 
1st, last & sec. dep. req. $1,500. / mo. 
Judy (508) 947-1415 

HOUSE PAINTING 
KT Enterprise - Exterior, interior painting and 
wallpaper, call for free estimate. 
(508) 758-4645 Licensed & Insured 



HOUSE RENTAL, SEP - JUNE, 
MATTAPOISETT, Furnished, 1 Bdrm, Study, 
Quiet area near Ocean, No Pets, No Smoking. 
$850 plus utilities. Call (508) 758-9578 or (508) 
261-9730. 



House: 3+ Bdrm, 2 Bth. Summer /by the 
week. June 1-8 $800, 15-22 $800, 29-6 $1200. 
Still available. Call 508-748-6734. 



INTERIOR DESIGN 
BY 

MARTHA L. CROWLEY 
Certified in Interior Design, RISD 
Consultations (508) 992-4744 

Jack Russell Terriers For Sale - Ready to go on 
June 14 - Tri-Color. 508-294-2790. 



JOHN'S WINDOW WASHING 
RESIDENTIAL 
Tel. # 990-1946 7 days 

JULY RENTAL WANTED 
Pt. Connett, Angelica Pt. or Crescent Beach. 
Call (508) 435-8081 



CLASSIFIED ADVERTISEMENTS 



K W POWERWASHING & PAINTING 
INTERIOR-EXTERIOR -17 YEARS OF 
REFERENCES 
Fully Insured 
CALL KEVIN AT (508) 997-2892 

Khat Mandu Studio. Copper lamps, fountains, 
decorative glassware & more. (508) 758-3663 



LESLIE COZZA TUTORING CENTER 
Professional Mathematics Assistance for 
Grades 4-10, 193 Main Street, Wareham 
www.lesliecozza.com (508) 295-9535 



Local Carpenter with 20 years experience seeks 
your summer project: replacement windows, 
finish work, decks, hard wood stairs, finish 
basements, etc. Call Paul (508) 763-9230 



LOOK'S ACRES KENNEL 
BOARDING DOGS AND CATS. A Home away 
from home for your pet. 24 hour electronic 
surveillance. Call (508) 763-5748 



MAJOR ENGINEERING CO. 
Oil Furnace Cleaning - $65. 
Gas Furnace Cleaning - $45. 
Furnace Chimney Cleaning - $55. 
Recommend Complete Heating System 
Inspection before buying a home - $55. 
We have full electrical service at reasonable 
rates. 

Licensed, Insured, experienced, & a Member of 
the BBB. 

(508) 996-9679 All calls answered!!! 



MATTAPOISETT - Angelica Pt. Waterfront 
cozy cottage. Week of July 13th $895., June 
22nd $850. Bob (301) 831-8658 



MATTAPOISETT - Custom 3 Bd, 3 Bath, 2 car, 
Master suite, 90' deck, deeded beach rights, 
views, $425,000. Owner /Broker 508-758-4228. 



MATTAPOISETT PUBLIC SCHOOLS 
Old Hammondtown School 
First Cook, Cafeteria school year position. 
Knowledgeable in the standards of food 
preparation; Must be able to maintain accurate 
control and management of money, food, 
supplies and other costs. Prior personnel 
supervisory experience preferred. 
Send letter of interest and resume to: 
Linda Gavaza, Food Service Director 
ORRHS 
135 Marion Road 
Mattapoisett, MA 02739 
Deadline: June 10, 2002 
EOE 



Our classifieds are also available at: www.wanderer.com 



NEIGH 



HELPING NEIGHBORS 



Weekdays 9-12 



758-41 1 O 




FISH 




Evenings, Holidays and W« 



kendi 




Starting Date: 

□ Immediately 

□ Other: 

□ Renewal 

Please make checks payable to: 

The Wanderer 

Return completed form to: 
The Wanderer 
P.O. Box 102 
55 County Road 
Mattapoisett, MA 02739 



CROSSWORD SOLUTION 
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HIC Lie. # 100157 



Remodeling, Repairs, Kitchens, 
Baths, Painting, Shingles, and Gutters 

Call Bruce Jr. at: (5Q8) 758-673S 



Richard Harding Davis, the world renowned war corre- 
spondent and author, described as the most handsome, 
stalwart, sought-after man in America! In 1899 she finally 
agreed to marry him, but insisted that it was to be a 
platonic marriage, and that they would live as brother 
and sister. Richard agreed to this odd pact, and the 
wedding was held in St. Gabriel's Chapel in Marion on 
May 4, 1899. Ethyl Barrymore was her maid of honor. CD. 
Gibson was a groomsman. It was an international event. 
They traveled together all over the world, returning home 
to "The House in the Lane" in Marion. (Eh years later 
they were divorced. Undaunted, Cecil continued to paint, 
travel and play as a single, independent, worldly woman. 

Her circle of friends included artists, writers, 
musicians, actors, political leaders and dignitaries around 
the world. She knew kings and queens, barons and 
emperors. Throughout her life she always returned to her 
home, "The House in the Lane," in Marion. 

The Cecil Clark Davis Exhibition will run through 
September 22 at the New Bedford Art Museum, located at 
608 Pleasant Street across from the New Bedford Public 
Library. For more information, please call 508-748- 
1266.Acushnet Preschool Screening 

Free screening for children ages 3 and 4 is avail- 
able in the areas of speech and language, and general 
development. Screening informs parents about their 
child's growth and development. To make an appoint- 
ment, please call Hilda Moreau at the Acushnet Elemen- 




New Harbour 
Casual Furniture 



WIDE SELECTION OF: 



PATIO 

FURNITURE 

ADIRONDACK 
& TEAK 

PVC PIPE 
FURNITURE 



•UMBRELLAS 'WICKER 
& 

•CUSHIONS RATTAN 





508-678-3202 

Mon-Fri 9 to 5 
Sat 10 to 4, Sun 12 to 4 





www.newharbour.com 



Located at One West Street, Fall River, MA. 

From 195 east or west, take Rt. 79 N (Exit 5) to 
N. Main St. exit. Turn right off ramp and then 
right on Weaver St. At end, take left on West St. 




CROWLEY 

Tree & Landscape Services 

Property Maintenance 
Sports Field Maintenance 
Land Design - Outdoor Rooms 
Planning - Building - Maintaining for Tomorrow 

(508) 748-3064 
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CLASSIFIED ADVERTISEMENTS 

DELANO LANDSCAPING - Maintenance 
programs to fit your budget. Removal, 
installation & design. Tree service and Bobcat 
equipped (508) 993-2179 fully insured 



DESIGN CLASSES 
BEGIN Tues. 6/4/02 at 10am. Come RELAX, 
& have FUN while you LEARN to choose the 
perfect COLORS and design LAYOUTS for 
your home or summer get away. Call Martha 
at (508) 992-4744 to register. 



DRAFTING SERVICES - House plans, builder 
& private individuals, 40 years experience, 
graduate architect engineer, (508) 758-9328 



DUMP RUNS PRICED RIGHT 

Waste Removal Specialist 
(508) 208-6551 or (508) 992-7053 



EAST COAST COMPUTER SPECIALISTS 
Complete Computer Service - For Home and 

Business - On Site Service - Training & 
Support - Networking - Custom Built Systems 

- upgrades: Hardware & Software. 
Michael Charette, Mattapoisett, MA (508) 758- 
2338, We make house calls! 



EDUCATED WOMAN seeking position as 
day companion and personal assistant for M/ 
F retiree in Marion-Mattapoisett area. 
Errands, meal preparation and correspon- 
dence offered. $15. /hr. Please call Anne at 
(508) 748-0562 



EXTERIOR COLOR CONSULTATION 
STRESSING over choosing exterior paint 
colors? 

Call Mary Lou Manley Paint Adventuress 

a (508) 259-1398 to schedule a 
Color Consultation for your home's EXTE- 
RIOR. 

Interior color and project consultation 
And At Home Faux Finishing instruction also 
available. 
Consultation secures for you, 
A color scheme, project instructions and a 
Tools and Materials list. Want to hire a 
professional? 
Qualified contractor referrals also available. 
Reduce stress with the Paint Adventuress 
Consultation available at the rate of Fifty 
Dollars an hour. 



CLASSIFIED ADVERTISEMENTS 

FED UP WITH HAM & EGG CARPENTRY? 
For old-fashioned quality, try "The Old Master 
Craftsman". R. Scott Armbruster (508)758- 
2891 for all phases of repair, remodeling and 
new construction. 



Execu-Maid - Now accepting new Weekly, 
biweekly clients. Cottage openings, Window 
washing, carpet shampooing. (508) 758-9027 
One call does it All! 



Finally a hassle-free solution to de-humidifying 
your basement. There's nothing to empty, and 
it costs about $3. to $4. per month to run. For 
more information on "Humidex", call (508) 
291-2346 



Flea Market and Yard Sale - Lakeville United 
Church of Christ - Route 18 and 105, Lakeville - 
Saturday, June 8 (9-2) - Space Available for 
Vendors - Call 508-947-4928, ask for Jean. 



Floral /Restaurant Cooler, good condition. 
Rebuilt compressor, $750.00 or b/o. 508-758- 
3889. 



FOR SALE - 1993 Coachman (Santaru) Motor 
Home, Ford chassis, 460 engine V8, 28 feet, low 
milage, 38,735.4, class C. Tel. (508) 758-3576 



FOR SALE - Used washer /dryer. $75.00. 508- 
758-8992. 



For Washer /Dryer Repairs 
Call Dick Fluegel at (508) 758-4650 
(Retired from Masse's Appliance). 



FRESH COATS 
Painting & Wallpapering 
Woman Owned & Operated 
(508) 990-2200 
Neat, Clean, Professional 



HARRY BENSON - HOME REPAIRS 
Interior & Exterior Painting, Power Washing, 
Wallpaper, Decks Built & Repaired, 
Carpentry. 
Reasonable Rates. (508) 758-9839 



HEART TO HEART COUNSELING - Honoring 

your vision - Embracing your unique self - 
Acknowledging your fears - Redirecting your 
anger - Tapping into your wisdom - Jeanne 
Paiva Pasle-Green, Ph.D. (508) 758-6691 



CLASSIFIED INFORMATION 

CLASSIFIED RATES: 

Classified Advertisements are $3.00 for 3 lines 
or less per week. 

Each additional line is $1.00 per week. 

CLASSIFIED POLICY: 

All Classified Advertisements must be 
PREPAID and will not appear until payment 
is received. WE CAN NOT TAKE ANY 
CLASSIFIED ADVERTISEMENTS OVER 
THE PHONE. 

MAILING CLASSIFIED ADS: 

Ads can be mailed with payment to P.O. Box 
102, Mattapoisett, MA 02739, 

DROPPING OFF CLASSIFIEDS: 

or dropped by our office at 55 County Road in 
Mattapoisett, Mon., Thrs., & Fri., 9am to 3pm. 

CLASSIFIED DEADLINE: 

Monday at 1:00 pmfor the following 
Thursday's paper. 

CLASSIFIED GUIDELINES: 

•As a general rule there are appoximately 6 
words per line in a standard classified ad. 

• Blank Lines CANNOT be used in Classified 
Advertisements. 

•There is NO BOLD FACE TYPE in 
Classified Advertisements - Only UPPER 
CASE and lower case lettering. 

• No Graphics may be used in Classified Ads. 

LEGAL ADVERTISEMENTS: 

• Legal Ads are $1. per line, at a minimum of 
$15.00 per ad. 

• Conservation Commission Advertisements 
are $15 per insertion. 



Our classifieds are also available at: www.wanderer.com 




ROCHESTER TRANSPORTATION 

Specializing in: 
Airport Transportation - Courier Service 
P.O. Box 27, Rochester, MA 
Office: (508) 763-8716 - Cell: (508) 944-7164 



tary School at 508-998-0258. 

Mattapoisett Woman's Club 

Keep saving the Campbell 7 s Soup labels, Prego 
sauce labels, Franco- American products (the front panel 
of the label), Mrs. Paul's products (quality pledge panel), 
V-8 (UPC symbol), Marie's dressing (the safety seal), 
Vlassic pickle products (the lid), and Pepperidge Farms 
products (UPC symbols), Swanson frozen products (proof 
of purchase seal), and the "education" coupons atop 
many cereals, mixes and the like. All of the above go 
toward education. Please give these to Lee Yeaton at the 
next meeting. 

Rochester Chili Cook-Off 

First pies, now chili! Thanks to the tremendous 
success of the Rochester Country Fair's First Annual Pie 
Bake-Off, not only will there be another Pie Bake-Off, but 
the committee has decided to add a Chili Contest as well! 

The Pie Bake-Off will take place on Saturday, 



SOMETHING NEW 
IS BLOOMING IN 
ROCHESTER 

Earth Sisters Garden Center 
515 New Bedford Road 

Rochester, MA 
Carrying quality annual 
and perennial plants 

Hours: Wednesday thru 
Sunday 10am to 5pm 



Call Now to Schedule Work! 

COMPLETE TREE CARE 

We help your trees stay healthy for more beautiful and valuable property. 
Services include consulting, pruning & feeding, cabling and bracing, tree 
and stump removal, pest & disease control & clearing. 

LAWN IRRIGATION SYSTEMS 

We are experienced irrigation professionals. We design, 
install and service residential & commercial systems. 



LAWN CARE 

We can keep your lawn healthy and beautiful 
with our custom fertilization program. 
Weekly lawn cutting service. 



We are fully insured and guarantee our work. 
International & Mass. Certified in Tree Care. 

Over 40 Years of Experience 



BEAUTIFICATION 

V - / V/V7 

OF OPISN 

opace 

t7 



There are many incorrect ways to prune a tree. We use our years of training 
and experience to help your trees reach their full value to your property. 

G. Bourne Knowles 

TREE & LANDSCAPE SERVICE 

GBKC09aol.com 6, Fairhaven (508) 997 . 8146 
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CLASSIFIED ADVERTISEMENTS 


CLASSIFIED ADVERTISEMENTS 


New lawn customer special. Clean-ups - 
Dump Trips, Heavy Brush Cutting, Chain 
Saw, , Etc. Lime, fert, mulch. Jonathan (508) 
758-3347 

'THE YARD SALE" 
685 Sconticut Neck Road 
Fairhaven, June 1&2 
Raindate, June 8&9 


aerus 
ELECTROLUX 
Robert D. Wing 
Sales - Service 
(508) 748-0741 or (508) 996-4694 

All Around Home repairs 

NO JOB TOO SMALL 
Call Dave (508) 993-1263 


'86 190D Mercedes, sun roof, one owner. 
$2,100.00. 508-748-2652. 

'89 Dodge D150 4x4 P/U, leer cap in excellent 
condition, 147,000 highway miles. Asking 
$3500. Call (508) 758-9078 


All Types of Alterations 
Men's -Ladies - Children 
IT'S SEW EASY 
Tailoring by Mario & Lucy Luzza 
62 Marion Rd., Mattapoisett 
(508) 758-8983. 


'89 Ford Taurus Wagon 
3.0 Engine 
Runs Great! $950. 
508-758-4593 

10 Wheel Dump Truck For Rent with driver. 
Tom Guard (508) 748-1981 or (508) 509-3033 


Antassawamock - 3 bdrm cottage, June 29-July 
12, no pets /smoking $2400. (781) 237-3761 

Art Lessons: Fox Run Studio offers Private 
Instruction in all mediums. Children and 
adults, coastal watercolors, commissions 
accepted. (508) 758-9240. 


1988 Toyota Land Cruiser, 4 WD, SUV, white, 
power locks and windows. Fairly new brakes, 

radiator, and knoby tires. Great for mud and 
snow. Excellent on or off road truck. $3,000 
firm. Call Troy (508) 763-4604 before 9:30 p.m. 

1989 DODGE CARAVAN Runs Good $600. 

(508) 748-2908 

1990 20' Angler center console boat w/ 175 
Merc, Arrow trailer, rigid T-Top, fresh bottom 
paint, new batteries, $7,400. or best offer. (508) 

758-3889 

1994 Avon RIB 3.10 w/ Nissan 8hp outboard. 
Length: 10'2 Excellent Condition $2200.00. 
508-758-6051. bcantor@attbi.com. 

1994 TAURUS STATION WAGON high miles, 

runs good $1500. (508) 748-2908 

1995 HONDA ACCORD EXV6 - Fully loaded, 
leather, A/C, CD player, moon/ sun roof. 
GREAT Vehicle. Two owners, 102K miles. 

Only $8300. Call (508) 997-5250 

1999 Nissan Quest GLE. Loaded, leather, A/ 
C, all power, auto, TV/ VCR. $16,500 or b/o. 
Call 508-758-9992. 

23' Coronado Sailboat, sleeps 4, needs 
cushions, boat stands and Evinrude 6hp 
engine included. $1995 or b.o. 508-758-2454. 

A Classic, 22' Boston Whaler Cutty Cabin, 
225hp, perfect condition, in water $27,000. 
Call (508) 971-1969 

Acushnet Year-Round Rental. 1 b.r., living, 
dining, sunroom. Own driveway. No 
Smoking, No Pets. $840, utilities incl. 508-763- 
5292. 

BOB'S LAWN SERVICE 
Free Estmates 
Robert Willett (508) 991-7085 


Available Student Tutor for Summer. Senior 
with honors from ORRHS grades 7-12 June and 
August (508) 748-3896 

Beachfront - Crescent Beach - Bright, Private 
and Immaculate. Newly renovated one 
bedroom home on the beach. No pets, no 
smoking, please. $1,000 per week. 508-758- 
1353. 

BOB'S LAWN SERVICE 
Mulch - Loam - Spring /Fall Cleanups - Dump 
Runs - Bobcat Service - Yard and Lawn Care. 
Call Bob for free estimate 
(508) 758-9697 or (508) 996-0943 

CHARLIE'S MAINTENANCE SERVICE 
Painting (Exterior & Interior) 
Power Washing - Wallpaper 
Free Estimates - Fully Insured 
CALL (508) 748-1635 

CHILDREN'S PARTIES BY ANIMAL HOUR 
Rain or Shine "No Mess" Animal Parties 
Offering indoor or outdoor programs 
Coming right to your home with: 
A perky parrot, reptiles & unusual critters 
Kids Love Us! Fun and Educational 
Email for our website: Animalhour@webtv.net 
or call us at (508) 763-0549 

Contractors & excavators - Tri axle dump truck 
for hire, 23 yard, 77,000 GVW, Call Arne 
Trucking, Jim Arne (508) 748-2060 leave 
message, cell (774) 218-0621 

DAYCARE WOES? 
Boy 12, Girl 6 need summer daycare Fridays. 
Babysitter or will swap for Tuesday or 
Thursday. (508) 758-6583 

DECK Rx: I will powerwash and beautify your 
deck with the finest oils. Free estimates gladly 
given. Warren Carson (508) 295-5536 or (508) 
596-7450 (cell phone) fuly insured 


Our classifieds are also avai 


able at: www.wanderer.com 
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Wanderer 



The Wanderer is distributed to the public 
free throughout Mattapoisett, Marion, 
Rochester, Acushnet and Fairhaven, as well 
as the surrounding communities. 

Mailing Address: 

The Wanderer 
P.O. Box 102 
Mattapoisett, MA 02739 

Office: 

55 County Road (Route 6) 
Mattapoisett 

Telephone: (508) 758-9055 

FAX: (508) 758-4845 

Internet: 

ww w. wanderer, com 

E-mail: 

General: info@wanderer.com 
News: news@wanderer.com 

Deadlines: 

(Display Ads) Friday at 3pm 
(All Others) Monday at 1pm 
Office Hours: 

Monday, Thursday & 
Friday 9am-3pm 

Staff: 

Paul R. Lopes, Editor 
Kenneth J. Souza, News Editor 
Mary Redman, 

Advertising Representative 
Gretchen MacDonald, 

Advertising Representative 
Rebecca Fortin, Staff 

© 2002 Wanderer Com, Inc. 



off the mark by Mark Parisi 




August 24. The Chili Contest will take place on Sunday, 
August 25 at 2:30 pm. Unlike the Pie Bake-Off, for a small 
$3 donation fee, the public may vote for their favorite 
chili. Please contact Diane Nunes (508-763-4991 for Pie 
Bake-Off) or Arthur Westgate (508-763-2486 for Chili 
Contest) for additional information. Additional informa- 
tion may also be obtained from the committee members 
or at the website (www.rochesterma.com). 

Rochester Country Fair 

The Rochester Country Fair is pleased to an- 
nounce its First Annual Outhouse Building Competition 
sponsored by Bill Taylor of Rochester Cesspool Services. 
The fair will be held August 23-25 with the Outhouse 
Competition on August 24. Design and construction and 
transportation of outhouses to the fair are the responsibili- 
ties of the participants. Outhouses will be judged on 
quality of workmanship, originality and functionality. 
Prizes and ribbons will be awarded. 

Registration for the competition should be done 
by August 1, 2002. Please call Bev Loves Books (508-763- 
5503) or Bill Taylor (508-763-0229 days; 508-763-5952 
evenings). 




Marion Antiques Shop 

ANTIQUES 
PURCHASED AND APPRAISED 



TOP PRICES PAID FOR: 

Oriental Rugs • Wicker 
Glass and China • Linens 
Fine Furniture • Clocks 
Paintings and Prints • Silver 
Old Toys and Dolls • Jewelry 
Decoys • Books • Postcards 
Military • Nautical Items 
and Other Collectibles 

ROUTE 6, MARION 
748-3606 • 1-800-698-3606 

Frank McNamee 
Member: New England Appraisers 7 Association 




Color Me Happy 

Tanning Salon 

Is Now Open! 



Your off the shoulder sundress 

looks so devine... 
But it sure would look better 
without the tan lines! 

Make an appointment for a full body tan. 

- HOURS - 
Mon.-Fri. 10-8, Sat. 9-9, Sun. 10-4 
91 Fairhaven Road, Mattapoisett • (508) 758-9191 



f 
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* Introducing * 
the 

* DOG LADY * 

Professional Dog Grooming 
Over 35 Years Experience 

140 Wareham Road, 
Marion 

(Rt. 6 and Point Road) 

Now Open 
for Appointments 

(508) 748-6772 



Mattapoisett 
Chowder House 

Hours: 8-8, Sunday thru Thursday 
8-9 Friday & Saturday 

20 County Road, Rt. 6, Mattapoisett 
(508) 758-2333 or (508) 758-4782 

Beer & Wine Served 



RESTAURANT r pati()l 
•Clamboils > Now 

FISH MARKET\p P en, 
•Maine Steamers 

• Live Lobsters 

• Native Bay Scallops 

packed to travel and shipped overnight in the US 



Local Tides 



Date 



High 



Low 



May 23 
May 24 
May 25 
May 26 
May 27: 
May 28 
May 29 
May 30 
May 31 
June 1 
June 2: 
June 3: 
June 4 
June 5 
June 6: 
June 7: 
June 8: 
June 9 



Day 


a.m. 


p.m. 


a.m. 


p.m. 


Thurs. 


5:52 


6:23 


11:35 




Fri. 


6:48 


7:15 


12:27 


12:20 


Sat. 


7:40 


8:05 


1:19 


1:04 


Sun. 


8:30 


8:54 


209 


1:49 


Mon. 


9:19 


9:43 


2:57 


2:35 


Tues. 


10:09 


10:33 


3:43 


3:20 


Wed. 


11:00 


11:24 


4:26 


4:05 


Thurs. 


11:51 




5:08 


4:51 


Fri. 


12:15 


12:44 


5:51 


5:40 


Sat. 


1:06 


1:35 


6:39 


6:37 


Sun. 


1:59 


2:28 


7:34 


7:54 


Mon. 


2:49 


3:19 


8:35 


9:29 


Tues. 


3:42 


4:11 


9:28 


10:31 


Wed. 


4:35 


5:02 


10:13 


11:16 


Thurs. 


5:26 


5:48 


10:54 


11:58 


Fri. 


6:12 


6:30 


11:34 




Sat. 


6:55 


7:09 


12:39 


12:14 


Sun. 


7:36 


7:48 


1:21 


12:54 



Phases 
of the 
Moon 



Full Moon 
Last Quarter 
New Moon 
First Quarter 



May 
June 
June 
June 



26th 
2nd 
10th 
17th 



off the mark 



by Mark Parisi 
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GOTTA HAVE IT! GOTTA HAVE IT! GOTTA HAVE IT! GOTTA HAVE IT! GOTTA HAVE IT! 



"WE ARE YOUR HOME & GARDEN STORE!" 
BACKYARD SURVIVAL ITEMS 



'It really Works' 



IF YOU HAVE A BACKYAI 
IF YOU HAVE A POOL 
IF YOU HAVE A DECK. 



iosqBAm 



. , . . . 

......... 




Taking Back Neighborhoods One Yard At A Tii 



'Mosquito Magnet" 

"Keep Your 
Company 
Comfy" 

Heats 20 ft. 
area. 

Patio 
Heaters & 
Chimineas 




Furniture 




"Best Warranty & Offer 

HI- 



VERMQNT 



C speciaT > 

-All grills on sale 

-Buy special offer model 

now and receive 

1. $100 gift pack from 
Omaha Steaks delivered to 
your door. 

2. Bonus coupon for Omaha 
steaks 

3. Stainless steel grill kit 
valued at over $150. 

4. Premium Taupe grill 
cover 

5. Bag of wood chips. 

6. Free local delivery! 

GREAT WEDDING & 
FATHER'S DAY, 
HOUSEWARMING, 
BIRTHDAY, 

ANNIVERSARY GIFTS: 
•Patio Lanterns 
•Outdoor Furniture 
•Solid teak Furniture 
•Gazing Globes 
•Granite Benches 

& Statuary 
•Massage Chairs 
•Bird Baths 
•Saunas 
•Chimineas 
•Art Sculptures 
•Glassware 
•Sundials 
•Wine Totes 
•Sprinklers 
•Rocking Chairs 
•Music Boxes 
•Star Lights 
•Adirondack 

Furniture 
And Lots More!! 

(We're bigger 
than we look!) 



GREAT GRILL BUYS!! 




Vermont Castings Grill 
"Maintenance Free" 




Envirowood, Chairs, Rockers, Settees 
-20 year warranty, no need for painting, 
sanding, never fades, sturdy construction 





Hatteras Hammocks 



atteras 

immocks_ & Swings 



ifiC 



Summer Hours: Open Mon. & Thurs. 10-5, Fri., Sat. & Sun. 9-5 or by Appointment 
324 Huttleston Ave., (Route 6) Fairhaven, MA 02719 (508) 961-0000 



GOTTA HAVE IT! GOTTA HAVE IT! GOTTA HAVE IT! GOTTA HAVE IT! GOTTA HAVE IT! 



May 30, 2002 



The ^Wanderer 



99f 



100 Vehicles 
in Stock! 




^rCXSe^T ^100 Vehicles 

in Stock! 



ROUTE 6, FAIRHAVEN 



00 TOYOTA COROLLA CE 

Automatic, loaded, 40,000 miles 


Only $9,995 


Q9 RMW QO^I PONX/PRTIRI P 
\3£ DIVIVV O^OI UUIN V Cri 1 IDLE 

Automatic, loaded, brand new Only $9,995 


99 FORD TAURUS SHO 

V8, automatic, loaded, leather, power roof, 22KOnly $14,995 


HO DHMTIAP QIINPIRP 

Automatic, air, 36,000 miles Only $8,695 


95 CHRYSLER LEBARON CONVERTIBLE 

V6, fully loaded, 83,000 miles Only $5,995 


07 \/W PARRIO MI^MI IMP PONX/PRTIRI P 
VI V vv L/ADnlU nivJrlLIINC UUNVCn 1 IDLE 

5 speed, loaded, leather, heated seats, 42,000 milesOnly $12,995 


94 MAZDA MX6 

Loaded, power roof, 65,000 miles 


Only $5,995 


QQ TOYOTA QIPMMA Yl P MIMIX/AM 
W 1 \J T \J IM OlCININM ALL IVIIIMI VMIN 

V6, loaded, power roof, power slider, CD, alarm Only $16,995 


95 MAZDA 626 DX 

5 speed, air, 52,000 miles 


Only $5,995 


HO MIQQAM QPMTRP ftYP 

Automatic, loaded, CD, 8,000 miles, fac. warrantyOnly $12,995 


01 CHRYSLER TOWN & COUNTRY EX 

V6, loaded, 2 sliders, 21 ,000 miles Only $18,995 


TD| ipi/C Many Other 

1 hlUUIVO Trucks Available! 


99 DODGE GRAND CARAVAN SPORT 

V6, loaded, 2 sliders, power seat Only $12,995 


nn ippd HRAMn phprhi^pp i imitph aya 

UU JCCr VJnAIND LrnCnUixCC L II VII 1 CU HAH 

V8, leather, power roof Only $1 9,995 


98 PONTIAC GRAND PRIX SE 

V6, fully loaded Only $8,995 


H1 TOYOTA A.RI IMMPR QR^ AYA 

V6, automatic, loaded, 22,000 miles Only $23,995 


98 PLYMOUTH GRAND VOYAGER SE 

V6, loaded, 2 sliders, CD, 53,000 miles Only $12,495 


HO IPPD PHPROKPP QDORT AYA A HOOR 
UUJCCr LrilcriUlVCC orUn I HAH H UUUn 

6 cylinder, fully loaded, alarm Only $1 0,495 


97 CHRYSLER SEBRING LXI 

V6, fully loaded, leather, power roof, CD Only $9,995 


QQ IMPIMITV ClYA 
W IIMrilMI 1 Y UA4 

V6, loaded, leather, power roof, CD, 49,000 milesOnly $20,995 


00 DODGE INTREPID ES 

V6, loaded, leather, CD, 43,000 miles 


Only $12,995 


00 cnon dam^cd cytda par n AiDcmc yi t aya 

\J\J rUnU KANotn tAI KA UAD rLAInolUt ALI 4A4 

V6, loaded, alarm, 51 ,000 miles Only $1 3,995 


00 CHEVY CAVALIER 4 DOOR 

Automatic, air, 32,000 miles Only $7,995 


98 FORD EXPEDITION EDDIE BAUER 4X4 

5.4L V8 automatic, loaded, leather, 37,000 miles Only $20,995 


95 VOLVO 850 GLT 

Loaded, leather, power roof, 80,000 miles 


Only $9,995 


99 JEEP GRAND CHEROKEE LAREDO 4X4 

6 cylinder, fully loaded, 59,000 miles Only $1 5,995 


94 VOLVO 940 SEDAN 

Fully loaded 


Only $6,995 


99 FORD F150 EXTRA CAB XL 4X4 

4 door, V8 auto, air, 27,000 miles Only $1 8,995 


00 CHEVY MALIBU 

V6 Automatic, loaded, 30,000 miles 


Only $9,995 


99 JEEP GRAND CHEROKEE LIMITED 4X4 

V8 automatic, leather, power roof, CD Only $1 7,995 


00 DODGE NEON 

Automatic, air, 30,000 miles 


Only $7,995 


96 CHEVY S10 BLAZER LT 4X4 

4.3L V6 automatic, loaded, leather, CD Only $9,995 


98 MAZDA 626 LX 

Automatic, loaded, 50,000 miles 


Only $9,995 


00 JEEP WRANGLER SAHARA 4X4 

6 cyl. automatic, air, CD, 1 5,000 mi. Only $1 7,995 


96 LINCOLN MARK VIII 

V8, leather, power roof, alarm 


Only $8,995 


99 FORD EXPEDITION EDDIE BAUER 4X4 

Leather, 3rd seat, power roof, CD, 33,000 miles Only $22,995 



